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MAKING IT PAY; 


OR 


Hints for Country Bill Posters. 
nv HARRISON HAYNES HUBBARD 


This is the first of a series of articles 
vhich will run through perhaps a half 

wen issues of THE BILLBOARD, I know 

no better way of introducing myself 
to the readers of the paper, than by simply 
stating that I used to be a country bill 
poster myself, and, by the way, before I 
proceed further 1 will just explain what I 
mean by a country bill poster. He is a 
bill poster who is located in any town of 
under ten thousand inhabitants. Just at 
present he is an exceedingly various per- 
sonage, Sometimes he is a paper hanger; 
quite frequently he is the stage carpenter 
of the opera house ; then again he may be 
a sign painter, a livery man or a carpenter. 
Occasionally he is Aer, for I know well- 
nigh a dozen plants that are managed, and 
well managed at that, by women. During 
the course of my peregrinations I have 
found many queer unions of this kind 
For instance, I have known bill posters 
who were also lawvers, dealers in fertiliz 
er preachers, justices of the peace, chief 
of the fire department, managers of thea- 
tres, doctors, printers, druggists, under- 
takers, and, in fact, anything at all that 
would help to add to the meager earnings 
of their billboards. 

I was a publisher when I went into the 
business. I owned a weekly in a Western 
town. My parents had purchased it (the 
weekly) for me when I left college, so as 
to give me a chance to grow up with the 
country. The town had about 2.500 in 
habitants, although we claimed 3.500 
and was located, to quote a writer of note, 

about forty miles from everywhere.”’ 

For about two years | had a terrible 
struggle with the weekly. It was mp and 
tuck. Occasionally I got the weekly 
down, but generally it was on top. I 
tremble yet to think what might have 
been if mother, down East, had not sent 
me regularly large boxes of grub. The 
circulation at the time I came into pos 
session, so the former owner glibly in- 
formed us, was 1,100, and the mail list 
galleys, hastily counted, bore him out 
Kut it shrunk terribly on closer examina- 
tion. Itis astounding what a number of 
sample copies it takes to go round among 
the eastern agents. In my case it was 
over two hundred, and when these, to 
wether with exchanges, advertisers who 
lealt direct and dead ones, were subtract- 
ed from the total, I found my bona fide 

ist was a trifle under five hundred 

This, of course, was discouraging, but 
| bucked to it with a will. Talk about 

chemes for circulation building |, I fig- 
ired out a thousand. I started a boiler- 
plate serial, and presented every man, 
yvoman and child in the county with a 
copy of the issue containing the first in 
tallment. I offered chromos, constructed 
lubbing lists, and made a personal house- 
© house canvas. I tried everything I had 
ver heard of, but the circulation abso- 
utely refused to budge. The advertising 
atronage was just about as stubborn, and 
nally I got discouraged and tried to sell 
I inserted glowing advertisements in 
he Eastern papers, but without results 
Then IT began to look around for a trade. 
tried to swap it in turn for a sheep 
inch, mining claim, a hotel, a livery 
table, and finally offered it for a half 
iterest in a small circus, but failed sig- 
ly in eachi stance. 


CINCINNATI, 


About this time my fellow citizens de- 
termined to hold a fair. They met, or- 
ganized an association, and elected me 
secretary. I little suspected what I was 
doing when I accepted the position. I 
only saw a salary which, while nominal, 
was tangible, but I soon discovered that 
the secretary of a fair association was the 
whole thing. He is supposed to know 
everything and do everything. He is the 
manager, bookkeeper, general director, 
advertising and press agent, all rolled 
into one. I did not know even a little bit 
about fairs, sol started in to read up. I 
consulted the American Newspaper Di- 
rectory for a trade paper devoted to fairs, 
but there was none listed. Then I wrote 
to Rowell & Co., explaining what I want- 


MAY 1, 1897. 


I wish I could describe the consterna- 
tion of the directors when the paper ar- 
rived. There was enough to bill an ordi- 
nary circus in adozen towns. There were 
half-sheets, whole sheets, three-sheets 
and great big twenty-eight-sheet stands. 
We could not return it for it was all cross- 
lined. Neither could we hold it over for 
the next vear because it was all dated. 
What to do with it was tLe question, es- 
pecially the big stands. Enterprising 
citizens came forward and offered sides of 
barns, stables, and even store rooms, but 
few were large enough By this time, 
much reading of THE BILLBOARD had 
awakened in me an interest in bill post- 
ing, so I suggested to the directors that 
we build some boards. 


W. D. REDINGTON. 


ed, and finally along came a copy of THE 
BILLBOARD 

1 immediately wrote for back copies 
and also to the secretaries of other fairs 
for information, methods, etc. In due 
course, I began to get a line on how to go 
about things, but by this time our fair 
was upon us, and the advertising had to 
be settled. It was decided that we ought 
to have some posters, and I was delegated 
to order them. As I had no idea of styles 
or the amount required, I wrote to a well- 
known Cincinnati printing house, ex- 
plaining my needs as best I could, and 
gave them an open order to select styles 
and quantities in amount such as they 
thought I might need. And they did with 
a vengeance, 


Well, to make a long story short, we 
built the boards aud soon had the town 
covered. Then we built boards in adja- 
cent towns and covered them, making 
country routes in the meantime through- 
out all that section of the State, and by 
dint of perseverance and hard work we 
finally used all the paper up. _ 

The fair itself, I am afraid, did not 
amount to much, but the attendance was 
enormous. Visitors came from miles 
around, and everybody in town, especially 
the merchants, voted the fair an unquah- 
fied suecess. If ever the directors get 
done paying for those posters they will 
surely hold another fair 

As for me, when the blow-off came they 
owed me a little over a month’s salary 


PRICE to CENTS 
PER YEAR, $1.00 


and settled by making over to me all the 
boards we had built, and that is how I got 
into the business. 

I immediately arranged to advertise the 
(azette (my paper) on my newly acquired 
boards and throughout the country in the 
same manner I had the fair, but not quite 
so lavishly you may.be. sure. I used a 
one and a three-sheet, printed from pine 
blocks, which I engraved myself. The 
results surpassed my most sanguine ex- 
pectations. Subscriptions began to come 
in, slowly at first, but faster as time wore 
on, and eventually advertising took on a 
mild boom. I soon found myself in pos- 
session of a bit of paving property. 
Others found it out almost as soon as I 
made the discovery, for I was surprised 
shortly thereafter to receive an offer for 
the paper, which gave me a very fair 
bonus over what I had paid for it origin- 
ally. I sold it quick. I was an enthusi- 
astic bill poster by this time, and as an 
opera house was building in the town and 
I had already succeeded in working up 
some local trade, | was anxious to devote 
my entire time to my new venture. 

Success attended me, and, oh, how I 
enjoyed it. After my experience as a 
puvlisher the mere fact that I was making 
headway was a delight. As weeks grew 
into months and my bank account con- 
tinued to mount higher and higher, my 
joy simply knew no bounds. At last I 
was self-supporting and independent! [ 
will never forget those days if I live to be 
a hundred years old. 

When I figured up at the end of the 
year I found that I had cleared twelve 
hundred dollars. But I also found that 
that was about the limit that a town of 
2,500 inhabitants would yield. I was am- 
biuous. I concluded I would look for a 
larger town, so I broke my assistant in to 
routine office duties, and prepared for a 
trip. I had a line of sample posters from 
an eastern house that gave me a commis- 
sion on all sales which I made for them, 
and as I had been quite successful at 
home I concluded to take them with me, 
my idea being to defray some portion of 
my expenses by canvassing the various 
towns I intended to visit. It wasa happy 
thought. I met with such marked suc- 
cess on the road, and I enjoyed the work 
so thoroughly, that I determined to follow 
it until such time mayhap as I might be 
ible to buy or buy into a city plant. 

When the subject of this series of arti- 
cles was first broached to me I rather 
thought that there was little that I could 
say to the readers of THE BILLBOARD 
that would be particularly helpful or in- 
teresting, but since thinking the matter 
over I have concluded that I may possess 
some ideas and be able to convey some 
suggestions which will here and there 
prove profitable. I shall do my best, any 
way, and if I do no goed, at least, I shall 
do no harm. 

In the beginning I want to direct atten- 
tion to the vast number of good towns 
that are yet unoccupied. I know that any 
town of 2,500 inhabitants can be made to 
pay a hundred dollars a month. I believe 
that towns as low as 1,000 will support a 
bill poster if he will also do distributing, 
sign tacking and sign painting. It is 
strange that in view of the congested 
condition of other fields of effort that so 
many opportunities are overlooked. 

Then again, there is many a bill poster 
at present in a good country town, who is 
barely making a living—continuallv hustl- 
ing, in fact, to make both ends meet, who 
by the exercise of a little judgment might 
double his earnings. It is to these that 
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Iam going to devote my attention first. 
I am going to give them a few pointers on 
how to make it pay. I will start in with 
a few ‘‘ Don’ts.”’ To begin with, don’t 
join an association with the idea that it 
will bring you work. If you do, you will 
be disappointed, They are not organized 
for that purpose. They are excellent 
things in their way, but they neither 
promise nor engage to secure work for 
their members, that is, the real associa- 
tions do not. Fakirs and swindlers in 
various cities frequently send out a species 
of green goods circular that promise all 
manner of contracts in return for a small 
membership fee, but they are merely 
schemes to fleece the unwary. 

Bill posting and distributing associa- 
tions are, for the most part, started by peo- 
ple engaged in business in cities, and 
solely for purposes of mutual protection 
and betterment. Their annual business 
is large in volume, and the expense of 
supporting the organization, which falls 
on them individually, is comparatively 
trifling. This same amount to a bill 
poster in a small town, however, is some 
times burdensome, especially so when the 
expense and loss of time involved in at- 
tending the annual convention is added. 
Very few of the country bill posters who 
do belong to the associations ever attend 
the meetings. It follows naturally that 
their needs or desires are not made known, 
and consequently no action looking to 
their welfare and benefit is taken. It 
would be a grand thing for the business 
if some plan could be had that would 
bring the country bill posters together 
and let them talk over things that they 
want and need. I fear, though, that no 
convention or series of conventions is 
practicable. ; 

I would suggest that the next best thing 
is a free and open discussion in the col- 
umns of THE BILLBOARD. Write letters 
to the editor. If some few of you start it 
up, others will follow, and in time much 
good may result. 

Any question you may want to ask me 
I will answer by mail or in these columns. 
I am in and out of Cincinnati all the 
while, and you can address me in care of 
THE BILLBOARD. 


The following bill is now pending be 
fore the legislative assembly of the pro- 
vince of Quebec : 

‘a. The posting or placarding or exhibiting in 
the streets, lanes, or public places in any town 
or city, of illustrated placards and show bills, for 
the purpose of advertising exhibitions. plays or 
operas, having depicted thereon nude or semi- 
nude human figures, or sensational show bills 
with delineations thereon of murders or attempts 
to murder, or figures using firearms. knives or 
other offensive and deadly weapons, illustrating 
acts of violence, escaped convicts or figures in 
convict garb, or executions, or any other show 
bills, placards or posters of a nature to familiar- 
ize vice and crime, is prohibited under a penalty 
of $so for each offense, and, in default of pay- 
ment of such fine, of one month’s imprisonment 
in the common goal. 

“2. Every chief or superintendent of police or 
other peace officer will be responsible for the 
enforcement of this act : and it shall be the duty 
of all such officers to cause the arrest and pun- 
ishment of offenders, and the destruction and 
confiscation of all printed matter of the descrip- 
tion mentioned in this act so exhibited or in the 
possession of the parties committing the offense.” 


Of course, the crying need of the times 
is more laws. No one disputes this fact. 
With the statutes fairly bursting, the cry 
is still they come, and any fool crank with 
a pet hobby, who happens to be elected, 
can put his idea through the law foundry 
and add another to the list. Americans 
have more of the forms of liberty and 
less of the real thing than any people 
under the sun. 


The outrageous attack upon Mr. Stahl- 
brodt in the March £72// Poster, wherein 
his methods are severely criticised, and 
he himself stigmatized a ‘‘printing house 
loafer,’? was both unduly severe and un- 
deserved. While Mr. Stahlbrodt may not 
be an unqualified success as a solicitor, 
and has been niore or less obnoxious at 
times, it should be borne in mind that he 
did found the A. B. P. A., and is entitled 
to lasting consideration on that account 
alone. Of late, too, he has begun to 
realize that possibly he is not ‘‘the whole 
thing,”’ after all, and, consequently, may 
yet be spared to many years of usefulness, 


ile 


We clip the following from the Detroit -vening 
News 

Thirty years ago, March 16, the Calvert Litho- 
graphing & Engraving Co., of Detroit, Mich 
was incorporated, with Thomas Calvert, Claud 
H. Candler and Charles B. Calvert as its officers. 
Six years previous to that time Thomas Calvert 
had organized the firm of Calvert & Co., which 
began in the engraving business in a small way 
Yesterday, the life of the corporation having 
expired by legal limitation, another meeting of 
the original stockholders, including William A. 
Ross, was held, and the property and effects were 
formally disposed of to the Calvert Lithograph- 
ing Co.,a new corporation which will succeed 
the old company in the business with practically 
the same officers. Geo W. Heigho, who has 
been with the old company for 16 years, becomes 
a member of the new corporation. When the 
company was first organized it had a small office 
in a building at the northeast corner of Jefferson 
avenue and Griswold street. Subsequently its 
plant was removed to the old Tribune building, 
on Larned street, the new quarters being made 
necessary by the rapid increase in its. business. 
Today the company occupies all of the immense 
structure at the southwest corner of Larned and 
Shelby streets. It has offices in San Francisco, 
Chicago and St. Louis, and has acquired a reputa- 
tion that extends to every section of the civilized 
world. It isimprobable that any other corpora- 
tion in the state can present such a record of 
sceady and persistent advancement in the face of 
every obstacle. During its corporate life the 
engraving business has been practically revolu- 
tionized, but the company has more than kept 
pace with the uetibliasione changes. Its best 
work today is not surpassed by that of any other 
similar institution on earth, and it is no exagger- 
tion of the truth to say that much of it rises above 
the plane of mere commercial work to real art. 
Thomas Calvert, who organized the parent com- 
pany more than 36° years ago, is still a hale and 
hearty citizen, who may be seen every morning, 
train or shine, walking with elastic step down 
Larned street to his office, apparently as vigorous 
as the youngest employe of the company, and 
good for three more decades of faithful devotion 
to business. 


Purely Personal. 


Although, Louis H. Orr, is printer laureate of 
America by grace of the Campbell company’s 
contest, it is generally conceded that B. B. Herbert 
or Paul Nathan should have had the distinction. 
F. M. Edwards, was finally heard from in 
Washington, D. C., where he was about to marry 
a Miss Mayo. *T. R. Dawley, president and 
manager of The Great American Eng. & Print 
Co., of New York, will goto Europe this summer. 
Mr. Dawley has branch offices at Liverpool, Lon- 
don, and Paris, and will combine business with 
pleasure on his trip abroad The Enquirer 
Job Printing Co., Hennegan & Co., Russell & 
Morgan, The Strobridge Litho. Co.. and The 
Donaldson Co., of Cincinnati, are all very 
busy. The Donaldson Co., in particular, is 
rushed with work. They are working over-time 
and have two other lithographing establishments 
in the Queen City helping them to get their con- 
tracts out on time. -W. I. Sterett, the lead- 
ing poster printer on the Pacific Coast, has joined 
the ranks of THE BILLBOARD’s advertisers.——— 
A. O. Russell, president of the great United 
States Printing Co., known far and wide as‘*Pic” 
from his early connection with New Orleans 
Picayune, is a familiar figure about Cincinnati. 
Large of stature, he has a heart as big as he is, 
and is as full of vigor and firm of step as ever 
Of late years, he has made large investments in 
Florida, which under personal supervision of his 
son Willis, promise exceedingly well. 1 & 
Kretschmar, of the Great Western Printing Co., 
St. Louis, Mo., notifies us that F. M. Edwards, is 
no longer connected with that concerm Walter 
S. Donaldson of the same concern, advises us 
that the Ringling Bros.’ contract was not with- 
drawn, but on the contrarv, is completed. He 
adds that the work will compare favorably with 
that of any house in the country The Goes 
Lithographing Co. of Chicago have thei? im- 
print on some of Sam T. Jacks’ work, and verv 
good printing it is, too. Grossman & Straf- 
ford, 703 Chestnut street, Philadelphia, is a new 
imprint on some exceptionally clever block and 
type posters Fred Felton, manager of the 
Central City Show Printing Co. of Jackson, 
Mich , has written a brochure on poster adver- 
tising that is good in every sense of the word. 
but why “bill board’’ for billboard? It is one 
word if it is anything The Cross Printing 
Co, of Chicago test the value of our advertising 
columus this month Jim Winterburn’s 
plant, at 142 Monroe street, Chicago, i< splen- 
didly located. It is right in the heart of town. 
John Rudolph, of the Courier Co. of Buf- 
falo, agtended the openings of Ringling Bros 
and the Sells-Forepaugh shows.——The Care- 
queville Lithographing Co are much in evidence 
on the boards of the Windy City. 

The National, of Chicago, under the energetic 
manipulation of its new manager, is booming. 
The Barnum & Bailey people make this office 
their headquarters. 


Mead & Baker, of Richmond, Va., will 
advertise a mouth wash on the boards. 
Their first poster is an 8-sheet, just com- 
pleted by the Donaldsons, of Cincinnati. 
They will place the business direct. Bill 
posters all over the country will get some 
of this work. 


THOMAS CALVERT. 


Do not forget the fact that when a news- 
paper publisher needs advertising, he 
does not go to his brother publishers for 


it. Not he. He is onto the game. He 
buys the real thing, and, consequently, 
the bill posters and distributors. cut his 
money up. 


News from New York. 

Fig Syrup is putting out a new 4-sheet, 
a fac simile of their old 20 sheet stand, 
and also a new design in 16 sheets. The 
new design is a change, and all changes 
are improvements; therefore, this is an 
improvement over the old poster. 

Scotch Oats 8-sheets are up for a year's 
showing on Munson's boards. Adlake 
Bicycles and Sterling Bicycles are also 
using Munson’s boards exclusively. 

Buffalo Bill takes all the Barnum & 
Bailey locations in New York, while Bar- 
num takes the Brooklyn spaces that Buf- 
falo Bill had last month. And the com- 
mercial advertiser continues to mourn for 
space. 

The ‘‘Hey Rube’’ from the West comes 
to New York, and in time gets the hay- 
seed curried out. Van Buren's new man, 
Mylius, and $am W. Hoke, both innocents 
from abroad, ran up against a great game 
last week. The Singer Sewing Machine 
Company asked them, among others, to 
submit sketches and estimates for a whole 
lot of posters and the posting thereof. I 
warn both of them that no matter 
whose sketch was the best, and no matter 
whose price was lowest, that a certain 
party would have the order in the end; 
that this was so well known that no old 
lithographing establishment would go to 
the expense of making sketches, or even 
to figure on the work if the sketch was 
submitted. But only experience teaches, 
and Hoke and Mylius know now that the 
wickedest thing on earth is ‘not a dishon- 
est bill poster. By the way, the bill post- 
ers throughout the country can begin 
soliciting the local agents of the Singer 
Co.; the posters have been ordered, and 
the locals will place them as they see fit. 

Mylius seems to be hustling up quite a 
lot of work for his new employer, Old 
Crow Rye Whisky being one of the new 
people he has landed. All the solicitors 
have been up against this article for the 
past two years, but didn’t quite connect. 

Hoff's Malt Extract has a new 5 sheet, 
which is being placed throughout the New 
England States. It is an expensive piece 
of printing, but not equal in advertising 
force to any of their previous posters. 

Mr. Springer, the receiver of the old 
Springer & Welty Lithographing Co., has 
brought suit against the A. S. Seer Print 
for copyright infringement. Springer says 
he caught thei at it, and the Seer people 
own up, and say it wasdone on Springer’s 
own order. The poster in the case is a 
scené from ‘‘Black Crook,” and the mat- 
ter may be further complicated by the 
Harry Miner Lithographing Co. claiming 
that Springer copied one of their pictures, 
on which Miner holds copyright. At last 
accounts suits aggregating $200,000 had 
been started against Seer. 


“Tt is a Condition, not a The- 
ory, that Confronts us.” 


BY $AM W. HOKE. 


A mighty smart man used that expres 
sion once, and I am not ashamed to follow 
him, If he had ever tried to place bil! 
posting throughout this mighty land of 
ours, he would have had less time for duck 
hunting and for hobnobbing with Pier- 
pont Morgan. 

The remarkably large number of cities, 
towns, villages and cross roads in these 
United States wherein the general com 
mercial advertiser is unable to put out bill 
posting when he wants to, is truly sur 
prising to the beginner in this method of 
publicity. 

A prominent city in the East, having 
only one bill poster, has nothing but 
amusement paper on its billboards during 
the theatrical season, and the bill poster 
says he can't take commercial work ex- 
cept during the summer months, but is 
very anxious for it then. 

A well-known city in Iowa is similarly 
situated, also one in Louisiana, so we 
can't lay it to the slothfulness of the 
South or the unprogressiveness of the 
East And the funny part of the trouble 
is, that a man who should attempt to go 
into these towns and put up a good ser- 
vice, and encourage the general advertiser 
to use the billboards, would be given to 
understand that he was out of place; that 
the — work for him was knocking 
sap from railroad ties; that another man 
had pre-empted that town and bad an as- 
sociation franchise, and that opposition 
would not be tolerated 

For some three months I have been try- 
ing to get some paper onto the billboards 
in these towns, and finally the advertiser 
expressed some dissatisfaction with my 
lack of progress, and thought he would 
like to try a whirl himself. So he took 
his pen in hand and wrote out an order, 
and shipped the paper, and in a few days 
got a letter saying that the paper had 
been posted, ‘tand please send me my 
money.” 

A letter was written to ask where the 
paper was posted, and another was sent 
to a salesman who happened to be within 
a hundred miles of the place, instructing 
him to go down and see how the paper 
was placed. The letter from the salesman 
was a revelation. //¢ found all the paper 
posted, as charged for; but guess where? 
Way out in the suburbs, far from the 
haunts of men, and every sheet was 

asted onto an old barn, covering front, 
yack and both sides. (I am not sure 
whether both sides meant outside and in- 
side, or right side and left side. ) 

The bill poster justified his action be- 
cause all his boards were used by the thea- 
ter during the season. It has probably 
never occurred to him that there is more 
lumber, and that space can be had for the 
asking. 

Watcher goin’ to do about it? 


Death of M. J. O’Neil. 

M. J. O'Neil, the first associate editor 
of the #i// Foster, and for many years at- 
tached to the advance forces of various 
circuses, died at his home in Cincinnati, 
April 17, of an affection of the heart. 
Mr. O'Neil was a brilliant man, of versa- 
tile attainments. He was a writer of 
force, and possessed a vocabulary of al- 
most tropical luxuriance. At one time 
he handled all the St. Jacob's Oil adver- 
tising and contributed largely toward the 
early and phenomenal success of that re- 
markable remedy. 


. 


The large clofhing manufacturers, de- 
spite their labor saving devices, have not 
been able to drive the merchant tailor out 
of existence, and neither will the poster 
printing establishments ever do away 
with the sign painter. In other words, 
there will always be a percentage of ad- 
vertisers who prefer the “made-to-order ' 
to ‘the ready-made,"’ 
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THE BILLBOARD 


INTERNATIONAL 
BILL POSTING ASSOCIATION. 


Preparations for the Convention. 


The officers of the International Bill 
Posting Association are busy making ar- 
rangements for the St. Louis meeting. 
Special rates on all railroads will be ob- 
tained, and likewise special rates at all 
hotels. The Southern and St. James 
hotels write the secretary as follows : 


St. Lours, April 24, 1807 
International Bill Posting Association. 
Gentlemen—We notice in THE BILLBOARD that 
your association meets in convention in St. Louis 
June 6th tooth. We would like very much to have 
you call the meeting at the Southern Hotel, and 
make this your headquarters You are un 
doultedly aware that the Southern Hotel enjoys 
facilities tor accommodating conventions or 
large meetings not afforded by aay other hotel 
in the United States. At that season of the year 
the weather ts none too cool, and our large corri 
dors and parlors make our house very desirable 
ou that account 
We shall be glad to give you the use of our 
parlors or ordinary for meeting purposes, and 
any other rooms you may desire for committee 
rooms, free of charge, with proper attendance 
We would also make you a special rate of $3 
per day for any member of your organization, 
and where two people occupy the same room 
and bed we will oo a rate of $2 5 per day, 
each person. If convenient for any of vour 
representatives to call at the hotel, I will take 
pleasure in showing you the rooms and parlors 
that we would give vou on that occasion 
The rate I give vou would be for the best ac- 
commodations we have, and we will do every 
thing our power to make your comvention a 
pleasant and a successful one 
We would like to have you let us know as 
early as possible of your decision 
Very truly yours, 
Henry C. Lewis, Manager 
St Lovwis, April 25, 1Se7 
International Bill Posting Association 
Gentlemen —We will give the members and 
their ladies attending your convention, which 
meets in St. Loutsin July or August, the rate of 
$i so per day, American plan: $1 and 7sc per day, 
European plan 
The St. James is opposite the Southern Hotel, 
where you will be near headquarters 
Yours truly, Thos. P MILLER 


The Wolverine Soap Co., of Portland, 
Mich., are going to test the boards. They 
have in work a one-sheet in colors, which 
ought to be completed by the time this 
issue reaches our readers. Bill posters 
should address the secretary of the com- 
pany, Mr. W. W. Terriff. 


VAN BEUREN’S List.—Sam Pratt, of the 
firm of A. Van Beuren & Co. of New 
York, has compiled a handsome catalogue 
of the posting stations and bulletin boards 
controlled by that firm. It takes seventy- 
nine pages, quarto, to enumerate them, 
an every page carries a sharp, crisp, 
tersely-put argument in favor of this style 
of advertising. It is neatly printed 
throughout in two colors, on a fine qual- 
ity of paper, and, taken all in all, is the 
best and most thoroughly sensible and 
business-like brochure we have ever had 
the pleasure of review'ug. The ordinary 
bill posting firm would doubtless pro- 
hovnce it expensive, but it is money well 


Inv sted. Mr. Pratt is to be commended 
for jus enterprise. It not only reflects 
du ‘upon Van Beuren & Co., but it re- 
di 


ls to the greater dignity of the busi- 
hess everywhere, 


NC. Davis, of Frankfort, Ind., has 
out a fine 20 sheet stand. He will 
irect with bill posters. The Don- 
Co. made the poster, 


ck 


Portland Mfg. Co., Portland, Mich.‘ 
have just gotten out a splendid 1-sheet. 
They deal direct, using chance-may-offer 
service, and covering the entire country 
and Canada, 


The Marion Fruit Jar and Bottle Co., of 
Marion, Ind., who manufacture the fa- 
mous Mason fruit jars, are having an im- 
mense edition of 1-sheets printed. They 
will cover the country, dealing direct 
with bill posters. 


Phillips Advertising Agency, Oxford 
building, 155 Middle street, Portland, Me., 
are contractors for newspaper advertising, 
bill posting and fence signs. This is the 
first agency to give the advertiser his 
choice of the three mediums in one and 
the same office. 


Vol. 1, No 
us. We would like to seeevery bill poster 
in America a subscriber to this valuable 
magazine. Nothing would tend more to- 
ward improving the conduct of the office 
as it exists today. We clip the first edi- 
torial of the current issue, viz : 


1, of Accountics is before 


This magazine goes forth with a definiteness 
f purpose that is in marked contrast to many of 
the publications that are started from time to 
time It has one single object in view. and that 
is to impress upon the business public the fact 
that accounting is the vital element of business 
and that for this reason it is entitled to a degree 
of recognition and toa breadth of use that has 
never vet been accorded to it 


Monthly. $1.00 per year. 
street, New York City. 


No. SS Wall 


Bill posters who would like to see a 
model brochure for enclosing in letters of 
solicitation should write to the Central 
City Show Printing Co. of Jackson, Mich., 
for theirs, entitled, ‘‘Poster Advertising.”’ 


The Cross Printing Co., of Chicago, are 
justly famed for their letter heads Their 
creations in this line are exquisite. Bill 
posters, distributors, fair managers and 
especially sign painters should write for 
their samples, which are sent free. 


There is one of the old school at Koko- 
mo, Ind. His name is H. Ek. Henderson, 
and he is a relic of the dim and forgotten 
past, or else a modern degenerate. The 
California Fig Syrup Co. sent him eight 
24 sheets and twenty-four 4-sheets, and 
on March 13th he sent them his bill for 
posting that amount of paper at 5 cts. per 
sheet for thirty days’ showing. Some 
seventeen days after, or to be explicit, on 
March jth, the inspector struck the 
town, and, much to his surprise, could 
not find a sheet up. Then he went ona 
still hunt and found that it never had 
been up. After considerable difficulty he 
finally succeeded in finding the paper and 
left the town, thankful that it had not 
been burnt up. This man Henderson is 
a member of the Indiana Association, a 
subordinate division of the A. B.P. A. 
Under the one-man law of this latter or- 
ganization all its members endorse him 
and are leagued together to see that he 
keeps his grip on the town. They say to 
the advertiser: If you post Kokomo you 
must patronize Henderson. He is our 
member. 

Isn't this a fine attitude for men of in- 
telligence to assume. 


Purely Personal. 


Siebe & Green, of San Francisco, are very pop- 
ular among advertisers on the Pacific Coast.-—— 
F. H. Bancroft, is city bill poster at Fresno, Cal. 
—— Henry Werner, of Winona, sends us notice 
of a Spring Fair to be held at Winona this year. 
It is something of a novelty ———The firm of 
Lee & David, city bill posters at Clarksburg, W 
Va.. has been succeeded by David & Co.—— 
Dartt & Dartt, who manage Bache Anditorium, 
at Wellsboro Pa.. are reaching out after bill 
posting -Richter & Stone, is a new firm at 
Culman, Ala Ennis, Tex.,is not very big, 
but it boasts of two bill posters just the same 
They are J. D. fones and Garrett Coe .§ 
Craig, of Hastings, Neb., owns 20,000 feet of 
boards Harry E. Stoops, of Chattanooga, is 
enjoying a fine run of trade Baxter, of 
Richmond, Ky., was a BILLBOARD caller, April 
3rd. Mr. Baxter was on his way home from 
Washington, D. C., where he had been sojourn- 
ing since the inauguration ceremonies 
L.. M. Harkness, of Stockton, Cal , styles himself 
the “Gas City" advertiser.——— Thos. P. Day & 
Co., of Wilmington. N. C.. have a fine line of 
boards. —- Jake Tannenbaum, of Mobile, ad- 
vises us that any work entrusted to Mr. Mike 
McDermott, Jr.. will be properly attended to 
He has the use of all of Mr. Tannenbaum’s 
boards this summer F. RK. Stone, of Middle- 
bury Vt.. writes us that he thinks THE BILL- 
BOARD is the best bill posters’ paper ever pub- 
lished.———-J. T. Henderson, Bloomington, I1., 
has joined the International Bil: Posting Associ 
ation P. Casimir, manager of Casimir 
Opera House, at Calvert, Tex.. owns the boards 
at that point. Waldman & Rettig own the 
boards at Galion, O. They also manage the 
opera house. Both are also engaged in other 
lines, Waldman as a salesman and Rettig as a 
liveryman Harry Gear, has instituted a 
service at Paso Robles, Cal. He controls the en- 
tire northern half of San Louis Obispo Co.- 
J. W. Reamer, is a new one at Waterloo, Wis., 
who is thinking of joining one of the associa- 
tions Chas. Hood, of Delphos, 0., has 
bought out his competitors and is now in sole 
control of the boards in that city. Chas. H. 
Pierson, of Tyrone, Pa., wants a copy of a bill 
posting license ordinance. H.C. Sherman, 
has purchased the boards formerly owned by J. J 
Kirby, of Boone, Ia..and is now the only bill 
poster in that thriving town There is no 
license at Eunis, Tex. Mr D. Jones, com- 
mission broker and millers’ agent, is the bill 
poster. He has about a thousand feet of boards 

T. A. Burr, of Lancaster, Wis., goes out of 
the business shortly———] T. Henderson, of 
Bloomington, Ill., has purchased all the boards 
in that city formerly owned by C. E. Perry, and 
now has sole control of the town———Stop the 
press! Mike Shine. after three vears’ effort 
has finally parted with a dollar for a year's sub- 
scription to THE BILLBOARD W. P Pierce, 
of Salma, Kas.. unites the business of bill post- 
ing with that of banking. He is president of 


the Salma State bank.——Smith « Bibes, of 
Hearne, Tex., are reaching out after commer- 
cial bill posting.———Jim Curran has contracted 


with the Ringling Bros. tor Denver, Colorado 
Springs and Pueblo. He furnishes them with 
the boards, lots, lithograph boards and country 
daubs in each city. Ralph W. Peckham closed 
the contracts ———R. Chas. Greggs is the only 
licensed bill poster at Georgetown, S. C 
D. Frakes has started a service at Ouray, Col 
He manages the opera house there. Jos. G. 
Barres. of Elyria, O.. is the right party at that 
point. He is a member of the Ohio State Bill 
Posters’ Association The Galveston Bill 
Posting Co. succeeds Otto A Yance.——— James 
Follen owns the boards at Lebanon, Ohio 
F. W. Suhl, of Moline, IIL. is not in the business 
any longer ———-W. C French, of Petersburg, 
Va. manages the Academy of Music and owns 
the boards.- We clip the following from the 
Toledo (Ohio) Commercial: “The bill posting 
business in this city haschanged hands, and will 
hereafter be in charge of Mr Al Bryan, whois 
known as a top-notcher at this kind of work 
Already the effects of the new management can 
be seen about the city. The old bill boards are 
being remodeled and new ones being erected at 
several places Instead of being unsightly and 
half broken, as are many bill boards, the new 
ones are a distinct addition to the appearance of 
any place where they are put up Bill posting 
is becoming an art in these times. It is. more- 
over, a bustness which requires brains and hust- 
ling. Mr Bryan has demonstrated that he pos- 
sesses both essentials. He is known as one of 
the best men in the business, and is president of 
the Bill Posters’ Association. Besides doing the 
workin this city he has charge of the billing of 
Cleveland and Akron.” -J. A. Muldoon, of 
Eastport, Me., writes that he has received 500 
24-sheet posters for five months’ showing adver- 
tising the Continental Brewing Co. of Boston. 
The work is placed through Sabil Johnson, 
agent. tog Broad street, Boston, Mass. Maine is 
a prohibition State. but as brewers are seluom 
fools we are forced to conclude that prohibition 


prohibits—nit.———-P. }. McDermit, an old 
Forepaugh bill poster, is going to break into 
Canton, O.———C. A. Yecker, of Lancaster, ap- 


preciates the value of THE BILLBOARD, and does 
not want to be without it. He has Sells Bros 
early in June.- -We acknowledge receipt of 
letters from the following bill posters during the 
month just past, which lack of space prevents 
our quoting from, viz: F.W Shell, Dodgeville, 
Wis: A. J. Blair, Milton, Pa ; R. K. Brown, Rew 
Albany, Ind.; J. Ballard Carroll, Albany, N. Y.; 
Jas. A. Curran, Denver, Col.; Olin Sutliff, Glo- 
versport, N. Y.; C. O'Beirne, Fulton, Mo.; T. F. 
Kinirv, Bellows Falls, Vt. Passaic Adv. Co., 
Passaic. N. ].: Gordon Culver, Butte, Mont.; 
Harry Stoops, Chattanooga, Tenn.; Mrs. V. C. 
Seward, Stillwater, Minn.; C. A. Yecker, Lan- 
caster, Pa.: Crittenden & Co., Centralia, IIL; 
Thos. P. Day & Co.. Wilmington, N. C.; J. F 
Toberman, New Braunfels, Tex.; Chas. Krutz, 
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Goshen, Ind.; G. F. McDonald, Montgomery, 
Ala.; J. H. Gray, Willimantic, Conn.: G. W. 
York, Haverhill, Mass., P. F. schaefer Chicago, 
Ill.; Clarence E. Runey, Waukegan, I11,; W. D. 
Husted, Mansfield, Pa.; Frank P. Myers. Dan- 
ville, Ill.; F. M. Groves, Evansville, Ind.; James 
M. Dishon, Terre Haute, Ind.; J G Loving,New 
Castle, Pa.; H H Tyner, Springfield, O.; Frank 
P. McLaughlin, Cripple Creek, Col.; George D. 
MecGuitre, Delaware, O.; Frank Collins, Park 
City, Utah; Frank M Deuel, Kankakee, II - 
Jos. F. Hastenplug, Red Bluff, Cal ; A. H. Davis, 
Nashua, N. H.; C M. Murphy & Co, Montpe 
lier, Ind.; Wm. Comstock, Boonville, N. Y 
Chas. G. Gilmore, Oswego, N. ¥ 

A. H. Searles is secretary of the Curran Co., 
of Denver.--——Véntura Bill Posting Co., of Ven- 
tura, Cal., is highly recommended.———Clarence 
EK. Runey requests us to state that Charles G. 
Mevis, who tears down tin signs at Waukesha, is 
not a member of the International Bill Posting 
Association. He says their member at that point 
is Mr. Cad F. Mevis.———Mres. Jas. C. Pierce, of 
Independence, Kas., writes us that her husband, 
who owns the boards at that point, has joined 
the advance forces of Ringling Bros’. shows. 

. A. Parker, of Charleston, Ill, writes, 
Runey says, ““THe BILLBOARD is the stuff.” Put 
me on the list.—-—C. E. Washburn, of West 
Superior, Wis., has purchased the boards of the 
Pitcher Tri-City Bill Posting Co., a1 d now he has 
sole control of the city. Mrs. V. C. Seward, 
of Stillwater, Minn, publishes the Stillwater 
Messenger, runsa job printing office and operates 
the bill posting plant of the city. And it is all 
well done at that. The Tyrone Advertising 
Agency, of Tyrone, Pa., advise us that they have 
five hundred running feet of billboards,— ? 
A. Blight, manager of the Ballarat Advertising 
and Bill Posting Co., of Ballarat. Australia, sends 
us a copy of the Australian, a mammoth publi- 
cation of the Antipodes. It would make some of 
our Yankee publishers open their eyes.- 

The City Bill Posting Co. of Toronto, G. N. 
Parker. manager, has removed its offices from 
the Grand Opera House block to No. 34 Adelaide 
street, west. Geo. Castner, who never reads 
THE BILLBOARD, renewed his subscription April 
15, just the same Fromthe St Joseph (Mo.) 
News we clip the following : ‘A traveling starch 
advertiser went to jail at Clinton the other day 
rather than pay a bill poster's license. A few 
hours’ incarceretion was sufficient to take the 
stiffness out of him, and he gave up the price 
and was rcleased.”’ This from the Rockfe rl 
(Ill.) Gazette: “The billboards are bedeviled to 
an extent hitherto unk nown, even in this luxu- 
rious city Between the little red imps on the 
Kellar paper, the diminutive fellows of the Wiz- 
ard Oil and the devils, large and small, of all 
shades and colors used in heralding Faust, the 
atmosphere is decidedly su)phurous "’ R. I. 
Leary, of Franklin, Va , says that he put upone 
hundred feet of boards at that point, and is in it 
to stay Boru Marvin, of Aurora, Ill. must 
surely conduct a model service. He is more fre- 
quently spoken of and more highly indorsed by 
agents and advertisers than many bill posters in 
larger cities. —Albert V. Huth, manager of 
the Texas Advertising Co., of San Antonio, Tex., 
setds us his location list. It isa thoroughly sen- 
sible brochure which may be enclosed with any 
letter. ——- J. G. Reul. city hill poster at Men- 
dota. Minn., keeps a newstand in that city and 
handles THE BILLnNOoARD.———W. L. Hissong of 
Butler, O., writes as follows, viz: “I take the 
pleasure of writing to you toinform you that I 
have opened a bill posting and distributing plant 
at this place. I have some good boards up and 
am going to build more soon. I received sample 
papers of the January and February BILLBOARD 
and I see it is a good paper, and every bill 
poster should be a subscriber. Please find en- 
closed $1, for which please send me the paper for 
one year, commencing with the March number, 
for I see I can’t get a ong without it. As scon as 
I get things in gocd workiug order I will write 
you a long letter for the column of the ‘Letters 
to the Editor.’” Jacob Pevier, of Hudson, 
Wis., is highly recommended. Harry C. Er- 
nich, the hustling manager of the Fort Scott 
(Kas.) Bill Posting Co., writes as follows: “En- 
closed please find $: for THe BILLBOARD. I take 
great interest in reading the piper, and I would 
not do without it. My work has always given 
good satisfaction. When I tell a firm I will give 
them a jo days’ showing they get it. I always 
strip my boards. the paper sticks better. I make 
my paste with steam and use the very best of 
flour, I see lots of work, both posting and dis- 
tributing, mentioned in your valuable paper that 
1 never get out here. I think I have got the best 
boards and locations of any posting company in 
the state I find if you do good work people hav- 
ing work of our kind to do soon get on to you. 
Honesty is my motte.”". -——Any bill poster who 
is in need of paste brush handles can secure 
enough to last him a. vear if he will send 50 cents 
to the Burton Handie Co., Burton, O., and ask 
them for samples O P. Huney is the right 
man at Pierre, S. Dak.—— Attention is directed 
to the advertisement of the Wilmington Bill 
Posting Co.,in another column. This firm con- 
sists of Jesse K. Baylis and Geo. W. Jackson, 
both thoroughly reliable. 

F. G. Fleisher, of Tarentum. Pa.. writes as fol- 
lows: “Please find enclosed $: for ore year's 
subscription to vour valuable journal. Please 
send me this month's paper. Business is all O. K. 
Have now running on my board, Six Little Tai- 
lors, California Syrup of Figs, No-To-Bac and 
some more waiting on the weather to settle. 
BILLBOARD is all right. and should be in every 
bill poster's office.’ J. T Henderson, man- 
ager of the Bloomington (II1) Bill Posting Co. 
also publishes the theater programme at that 
point ———-Murdock & Co., who, under the style 
of the Inter-State Bill Posting Co, control the 
boards of Waverley, N. Y., and Sayre, Pa., and 

publish the Waverley Opera House programme, 
| the following line on their business cards : 
“Paper properly posted. pleases the public, pro- 
cures purchasers and pays patrons profitable 
percentages."———-Mr. Ed Heverin, of Louis- 
ville, Ky., was a BILLBOARD caller April 20. He 
closed a contract with the Donaldsons for paper 
with which to bill the Louisville Elks’ Minstrels. 
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THE BILLBOARD. 


PUBLISHED MONTHLY AT 

127 East Eighth Street, Cincinnat, O., U. S.A. 
Address all communications 

For the editorial or business departments to 


THE BILLBOARD PUBLISHING CO. 


Subscription, $1.00 Per Year, In Advance. 


ADVERTISING RATES: 
. 

Advertisements will be published at the uni- 
form rate of ten cents per agate line; copy for 
advertisements must reach us on or before the 
twenty Gfth of the month. Our terms are cash. 


Billb aed A tvertising ts pr, in London at Low's 


Exchange, 57 Charing Cross, and at American 
Idvertising Ne uspaper . Igency, Trafalgar Build- 
oo Northumberland Ave e.. W. C. In Paris, at 


Bretano’s, 17 Avenue del Opera. The trade sup- 
plied by the Ameri an News Co. and its branches. 

Remittance should be made by cheque, post-office or 
express money order, or registered letter addressed 
and made payable to The Biliboard Pub, Co 

The editor cannot undertake to return unsolicited 
manuscript: correspondents should keep copy. 

When itis necessary to wire us the instructions 
and copy for advertisements, great saving in the 
matter of telegraph tolls may be had by recourse to 
the Donaldson ¢ pan r Code. 


MAY, 1897. 


History proves that a question is never 
finally and fully settled until it is settled 
right. All of the temporizing on the 
question of slavery went for naught. 
Hutian bondage was a monstrous wrong, 
only to be righted by complete emanci- 
pation, and it is so with the ‘close’’ as- 
sociation in bill posting and all of the 
long list of evils it engenders and fosters. 
Its silly and futile coersive measures, its 
conspiracies, framed behind closed doors, 
its unmercantile expectations and de- 
Think of 


able-bodied men, con- 


mands, are wrong, all wrong. 
a body of men, 
spiring to ruin the business of Mrs. Dun- 
don, a widow, and the widow of a bill 
poster at that. The shame of it is a last- 
ing reproach to the members of the Asso- 
ciated Bill Posters’ Association, which 
will endure as long as the organization 
survives, 

Its blindest devotees and its most zeal- 
ous upholders do not attempt to defend 
it. They cannot. Driven into a corner 


in an argument, they merely mutter 


‘* business is business ’”’ 
silence. 


and relapse into 


The ‘‘close’’ association is stifling all 
progress and development. It is time 
that the intelligent bill posters of America 
quit making compromises and adopted 
radical and decisive action. 

«x % 

WHEN the Hayeses occupied the White 
House it was conducted more nearly in 
accord with the ideas of the Women’s 
Christian Temperance Union than it ever 
had been during any previous administra- 
tion. The Hayes family were enthusiastic 
members of the organization, and made 
every effort to conform to -its ideals. 
They came as near realizing them as the 
obligations of the office would permit. 
Yet it is doubtful if any president was 
subjected to such tirades of abuse, such 
censure, at the hands of the W.C. T. U, 


as was Hayes, 


We see the same mean, short sighted 
spirit manifested daily by the A. B. P. A. 
So long as an agent or advertiser ignores 
bill posters altogether and confines his 
attention to publications, he enjoys the 
good will of the officers and-members of 
the organization. But just let him evince 


an interest in the billboards and attempt 
a trial of their merits, and at once he is 
subjected to every annoyance, discourtesy 
and abuse that a rabid ingenuity can de- 
vise. He isreviled, threatened, boycotted, 
all for no other reason than, he has at- 
tempted to patronize the billboards. 

Where one persists, ten turn away dis- 
gusted with the petty narrowness of the 
men with whom they are dealing. This 
is why the billboards, with ten times the 
pulling power of publications, have less 
than a thousandth part of their patron- 
age. 2 

* @ 

A CORRESPONDENT—evidently a very 
young man, who is experiencing his 
first season in fair management, opines 
that our efforts to give the fair managers 
of the country a paper of their own is 
commendable. He also hazards the sug- 
gestion that if THE BILLBOARD was pub- 
lished in New York it would speedily meet 
with the recognition it deserves. We want 
to assure our young friend that THE BILL- 
BOARD ?¢s recugnized and _ firmly estab- 
lished, too. Fair managers of experience 
everywhere take it and read it regularly, 
while fair followers, horsemen and _privi- 
lege men rely on its fair list implicitly, 
and buy it in preference to all others. 
Cincinnati is the home of THE BILLBOARD 
and it is fortuitous and fitting that it is so. 
The Queen City originated the latter-day 
exposition. Her Agricultural and Mech- 
anical Exposition was the first of its kind 
ever held, and the one after which all the 
others, even including the Centennial at 
Philadelphia, and the World’s Fair at 
Although they 


are common enough to-day, Cincinnati's 


Chicago, were patterned. 


Annual Exposition was for years the only 
Taken 
all in all, we are inclined to think that 


affair of the kind in the country. 


we could hardly have hit upon a better 
place from which to issue a paper devoted 
to fairs, food shows and expositions. 
Pie 

Every now and then, too, some corres 
pondent discovers that an advertising 
paper is rather a queer vehicle to carry a 
fair department. If this paragraph should 
meet the eye of anyone entertaining a 
similar view we would like to ask him 
what a fair or a food show or an exposi- 
tion is. Is it not first, last and all the 
What do 


manufacturers and farmers exhibit their 


time an advertising medium ? 
wares and products for? Js it not to ad- 
What is the fair or the ex- 

Is it not frequently, in 


vertise them ? 
position itself? 


fact, always, a method of attracting visi- 
tors to and thereby advertising some par- 
Now this being the 


case, what is more fitting than that they 


ticular town or city? 


be treated from an advertiser's standpoint 
and in an advertising paper. 

These are Yankee answers, but they get 
there. We have never seen any incon- 


gruity in the combination, and we do 
not believe that any exists, but be that as 
it may, THE BILLBOARD will continue to 
run its Fair Department. 

** 

CHAS. AUSTIN BATES always  stoutly 
contended for truth in advertising. Prob- 
ably no other advertising expert has ad- 
vocated ‘‘ the truth, the whole truth, and 
nothing but the truth” as tirelessly and 
he 


practiced what he preached. In an evil hour 


persistently as he. Furthermore, 
though he yielded to a desire that had long 
consumed him, and launched Cyiticisms. 
It is the old, old story. 
have a circulation, and the great Chas. 
Austin fell. 


Criticisms had to 


Bowled over as easily as any 
ordinary mortal. The account of the 
is — 
None of the bald, 
crude fabrications of the ordinary circu- 


marvellous growth is thrilling, it 
well, just read it. 
lation manager. Nothing clumsy or raw. 
On the contrary, it is artistically delicious. 
A delicate and subtle blending of fact and 
fancy, that bears the brush marks of the 
master hand. It is so beautifully drawn 
and so cleverly handled that one is loth 
to believe it is merely a — painting. 


MORE LETTER FORMS. 


- No. 7.—Lurren OF SOLICITATION, 


The following, used by J. O'Hearn, of Carbon- 
dale, Pa., is brief and to the point : 


If you have any work in my line I will be 
pleased to hear from you. I will guarantee 
you good service. I do not ask payment un- 
til the expiration + 30 or 60 days. If my 
work will not increase your sales you do not 
have to pay the bill My territory comprises 
Forest Cit), Vandling, Carbondale, Mayfield, 
Jermyn and Archbald. Hoping to hear fav- 
orably from you, I remain, 

Yours truly, 
J. OHEARN. 


. 


Accompanying the letter is a neatly printed 
circular, which reads as follows : 


Carbondale, Pa., March g, 1895 
To the Drug Trade, and 
Advertisers in General : ° 
We, the undersigned drugeists, do recom- 
mend to you J. O’Hearn as a reliable Bill 
Poster and Distributor. Any work intrusted 
to him we consider that it will be properly 
taken care of. as he has been bill poster and 
distributor here for the past twelve years 
Tingley & McCartney, 
B.A. Kelly, 
J. S. Jadwin Est., 
Frank E. Dennis, 
Henry B. Jadwin, 
Morris & Spaeth. 


No. 8.—LETTER OF SOLICITATION, 


Form for Sign Painters. 


“Have you need of publicity in this locali- 
ty? If so, allow us to commend our mural 
sign and painted bulletin service to your 
consideration. We offer you powerful, per- 
manent publicity at merely nominal rates 
We have a corps of expert artists. Our signs 
are works of art. Our locations are the very 
best to be had. Can we say more? Sketch- 
es and estimates free upon application. 

Respectfully, 


No. 9.— QUOTATIONS AND PRICEs. 
For Bill Posters. 


Answering ‘yours of t! 
ee we would state that ov 
prices are fixed by the........ .. ae 
Association, of which we are members. Fo 
a city of this size the Association schedule ; 
as follows, viz: 


Any paper with which you may see fit t 
favor us will receive our prompt and carefy! 


attention. Respectfully yours, 
NO. 10.— QUOTATIONS AND PRICES 


For Bill Posters. 


In re ply to your favor of the . 
would state that we are unattache: Ltoany of 


inst 


the associations 


Our schedu'e of prices is 
as follows, viz 


Allow us to particularly recomme nd our 
listed and protected service, which exper 
ience has taught us is the most satisfactory 
to our clients. If favored with your patron 
age, you can rely upon our best efforts being 
put forth in your behalf 

Respectfully, 


No. 11.— QUOTATIONS AND PRICES. 


For Bill Posters 


We have your esteemed letter of the eenasse 
inquiring our rates. We enclose you here 
with a complete list of our locations. If vo 
desire to select the particular site of each 
poster with which you may favor us, vou 
may indicate it on the list and return it 
with the paper, with see Stands for 
renewing. This we term ‘selected and pro 
tected service” and the price will be 
cts. per sheet for....... ..davs’ showing 

If you leave the matte of locations to our 
discretion, we term the Ser\ ice run of 
boards, listed and protected,”’ and the a 


will be cts, per sheet for 
davs' showing 
We offer also “chance-may-offer service 


not listed or protected " at........... 
sheet, not guaranteed for longer than 
weeks. This latter we cannot recommend 
Tt is only cheap 
Hoping to hear from you at your earliest 
convenience, we are, 
Yours respectfully, 


cts. per 


We have yours of the Se 
and note the exceptions you take to the 
Association's schedule of prices Permit us 
to state that you, in common with a4 great 
many other advertisers.are laboring under a 
misapprehension of the real facts in this 
matter, The prices fixed by the Association 
are not exorbitant in any sense of the word 
They are simply just and equitable. The 
object of the association, moreover, is not to 
arbitrarily advance prices, but merely to se 
cure uniformity in different sections of the 
country. This redounds as much to your 
advantage as it doestothat of the bill poster 
We assure you that we are only asking you 
a price that is fairand reasonable. Thank 
ing you for the opportunity of estimating 
and hoping to be favored with your paper, 
we are, Yours respectfully, 


Ach, Gott! Another! 


Ad Sense will appear shortly. It is « 
good name. It spells ad right—without 
the abreviation stop—and that is good 
Its prospectus is good. We will wager th 
paper will be gcol, too, Do not know 
subscription or advertising rates. Pros 
pectus does not give them. It will lx 
published monthly at 79 Fifth avenu: 
Chicago, Ill. We do not know who by 
Here is our best wishes, neighbor. If yo 
can stand grief you will live, and if ba 
live you may succeed. If you succeed 
you may rest assured that the force am 
effort expended would, in almost an) 
other walk in life, have made you ami! 
lionaire. But, then, we are not all aft 
money, Pshaw ! 
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‘ [EFEBVRE’S BUDGET. 


ress all communications to Donat Lefebvre, 
Manchester, N ] 

President Clough has called the third 
innual convention of the International 
\ssociation of Distributors for July 20, 

and 22, and named Cincinnati as the 
place of meeting. 


\W. H. Steinbrenner has effected ar- 
rangements with Mr. Luke Hunt, of the 
Hotel Emory, whereby the large banquet 
room of this hostlery will be stecedl at 
the disposal of delegates to the conven- 
tion. This hotel will also make a special 
rate to distributors. 


Distributors ought to keep a book in 
which to record the tips that appear from 
month to month in THE BILLBOARD En- 
ter them alphabetically, so as to avoid 
duplication, and then whenever you have 
a little spare time, say once every month, 
send them ail a letter or a circular to let 
them know you are still doing business at 
the old stand. It will frequently result in 
one or a number of contracts, and will 
always pay for the expenditure involved 
in printing and postage. 


SPECIAL To B. B. A.—We wish to warn 
all distributors against writing the Foster- 
Milburn Co., No, 293 Michigan street, 
Buffalo, N. Y. This firm does not care for 
the services of reliable distributors who 
make a business of such work. They pre- 
fer to give the work to the local druggist, 
to be distributed in the way he thinks 
best. If he puts his name on the adver- 
using matter, it's nobody's business but 
that of the firm in question. They have 
a very small opinion of distributors who 
report any bad distributing done by their 
men. They wish it understood that they 
can run their business without having 
their mail flooded with letters reporting 
waste. So save your stamps, at least as 
long as Harry Thorp Yars remains secre- 
tary of the concern. 


Tips. -Wellman & Wansel, Defiance, 
O.; J. Stackhouse Co., 532 Arch street, 
Philadelphia; Gross Cereal Co., Ft. Wayne, 
Ind.; Hower Cereal Co., Akron, O.; Ken- 
nedy & Kergan, Detroit, Mich., No 148 
Shelby street; Kickapoo Ind. Co., Chapel 
stre.t, New Haven, Conn.; W.T. Hansom 
Co., Schenectady, N.Y. 


The Bridge City Pharmacal Co., No. 210 
Calhoun Street, Fort Wayne, Ind., iv a 
young firm, but will make it a success, 


lor they intend to do lots of advertising. 
Better write them, 


J. A. Clough, Chicago, has contracted 


275,000 for the California Syrup of Figs. 


‘hey appreciate goud work, hence the 
contract given, 


rhe rumorin our last notes concerning 
‘ young lady's sudden death, presumably 
‘y taking an overdose of @ cough cure 
iedy samples distributed here, is laid 
‘te The autopsy revealed that she had 
ed mineral poison, probably mercury, 
r some time past, administered by some 


nknown persons, und this was the cause 
her death, 


Genial Pete’ Covley, of Binghamtor, 
Y., has a special system by which he 
ible todo “detective work’ on all work 

tributed there, and, sutfice it to say, if 

‘© work is not done right it is reported 

‘'th facts clearly proven. 


THE BILLBOARD 


In the advertising field evidences of 
great activity are becoming more and 
more apparent. 
that show the most marked signs are 
among the largest, best and oldest estab- 


Furthermore, the houses 


lishments in the country. This is a sure 
indication of the near approach of good 
times. 


There is no paper in the world that a 
distributor can advertise in to the advant- 
age that he can in THE BILLBOARD. 
Every advertiser, large or small, who uses, 
has used, or contemplates using, the ser- 
vices of distributors, subscribes for and 
reads the paper regularly 


Distributors who now and then find 
themselves with a superfluity of spare 
time on their hands will do well to write 
to the Mineteaux Soap and Chemical Co , 
38 E. Third street, Cincinnati, who ad- 
vertise for agents in this issue of THE 
BILLBOARD, They extend an ingenious 
offer that enables any one who half tries 
to earn from $20 to ~yo a week until 
the tow is completely worked over. The 
firm is entirely responsible and reliable. 


It is past all understanding why adver- 
tisers possessed of good average intelli- 
gence persist in entrusting their distrib- 
uting matter to messenger companies. 
They invariably get boys’ service by so 
doing, and it is often worse than no ser- 
vice at all. Yet they do it, and that, too, 
when they can find right in the same 
block a distributing bureau operating a 
corps of faithful and experienced men. 


The following clippings from the 4d- 
vertiser’s Guide, published by honest 
Stanley Day at New Market, N. J., are 
self explanatory. No further evidence of 
the duplicity of this person Congdon is 
needed to convince sensible distributors 
that they want none of him, his paper or 
his association : 

‘Some time ago we got a copy of the Adver- 
trser’'s Guide, and seen so much about the Phila- 
delphia Sam being a ‘puller,’ we concluded to 
try it f : 

We have done so. We hada ten line ad in 
February number, and the result is. nothing- 
nota single reply to our ad. and our ad is the 
best in the paper. The San isan utterly worth- 
less advertising medium 

‘For honesty’s sake, don’t recommend the 
San again. 

C. A. WILSON & CO., 136 Wade St. 
Cincinnati, O., March 12, 1So7. 
Stanley Dav 

Sir—In the name of justice and truth never 
again recommend the Philadelphia Sa« to uny 
one as an advertising medium 

We will bet you $so, and place the money in the 
hands of George P Rowell & Co., that cither the 
Sun has not a circulation of 1,000 coptes an issue, 
or that L. Lum Smith, formerly of the 4gents’ 
Herald, is at the head of the Sun 

Yours truly, Cc. A. WiLson & Co. 
CIRCULATION QUESTION, 
New Market, N. J., March 15, :897. 
C. H Congdon, Esq.. The Sun Philadelphia. Pa. 

Dear Sir—Kindly inform me how many Feb. 
issues you mailed, and I would certainly like the 
P.O receipts, which I will promptly return. 

Yours truly, STANLEY Day 
THE SUN 
(Personal and Confidential. ) 
Philadeiphia, U. 5. A. March 22, 1897 
Stanley Day, Ksq . New Market, N. J 

My Dear Sir— Your patrons have not had the 
usual good returns trom (he San tor the reason 
that a slight “dillerence’’ with the Postoffic De- 
partment has inter fered with the mai'ing of the 
issue. The entire edition will be mailed, now- 
ever, and if vour patrons are not satisfied with 
the returns | will nnd a way to satisty them. 1 
had hoped to get the thing fixed up before it at- 
tracted any attention. Yours very truly, 

CLEM. H. CONGDON, 


In matters such as are reterred toin the above, 
affecting the interest of advertisers, a request to 


consider the information personal and confiden- 
tial should not be made, and I cannot recognize 
the necessity of keeping such facts in the dark 
The greatest effort should be made to let the 
ruth be known sS.bD 


Vol. 1, No-2 of The Progressive Agent, 
an up-to date journal for agents and dis- 
tri»utors, and those who employ them, is 
before us. It is published monthly at 1113 
Arch street, Philadelphia, Pa. Candoc 
compels us to state bluntly. that we do not 
like the combination. Agents and dis- 
tributors have nothing in common. The 
dual role is incongruous, and, besides, 
savors strongly of Zhe Sun, The Agents’ 
Herald and other publications of that ilk. 
These latter belong toa class of periodi- 
cals commonly called sample copy pa- 
pers; that is, they have little care for 
bona fide subscribers, their editions being 
mostly mailed free to lists of names in 
the interest of mail order advertisers. 
These names are largely those of persons 
resident in villages and rural districts, 
and few, if any, ever find their way into 
the hands of advertisers. It will be seen, 
therefore, that it is sheer folly for a real 
distributor to waste his money in adver- 
tising inthem. They are not, and never 
can be, a medium of communication be- 
tween advertisers and distributors 

Whenever you see a distributor serious- 
ly soliciting business by patronizing the 
columns of publications of this stamp, 
you may safely set him down as a novice 
or a rank sucker 

Papers of this kind are excellent me- 
diums for mail order advertisers. An ad- 
vertisement will frequently bring almost 
as good returns on the fourth, fifth, or 
sixth insertion as it does cn the first, be 
cause, as a rule, the list of names is 
changed each month, but distributors 
cannot possibly utilize them to advantage. 

The subscription price being merely 
nominal, usually 25 cents per year, it 
would seem that their tips and pointers 
should at least be worth that, but it must 
be borne in mind that as there is no sin- 
cerity behind their pretentions, their mat- 
ter is carelessly and perfunctorily com- 
piled, and it is, therefore, unlikely that 
any information of worth or value can 
be had from them. 


Pucci Pinna. 


The Defiance Distributing Bureau, succeeds 
F. P. Elliott, at Defiance, O ———H. K. Apple, is 
the right man at Indiana, Pa -A Dettelbach, 
of Santa Fe, New Mex., writes us that he cannot 
do without THE BILLBOARD, which reminds us 
that distributorsin generalare finding the paper, 
if not indespensable, still a great convenience. 
Richter & stone, with offices at Richter’s 
Hotel, Cullman, Ala., have embarked in the 
distributing business -Geo. W. Vansyckle,. of 
Indianapolis, continues to enjoy the same large 
patronage which has always been his.———The 
W. H. Bathgate Advertising & Distributing Co., 
have a splendid list of references, both local and 
foreign J. E. Stroyer, of Rochester. N. Y. 
is well spoken of by his patrons. Thos P 
Day & Co., are the night parties at Wilmington, 
N.C David & co.. of Clarksburg, W. Va., is 
a new firm at that point ——-Donat. J. Lefebvre, 
writes us that THe BILLBOARD is getting more 
and more interesting every month trom a distri- 
butors point of view Thos. Kain, of Middle- 
town, N. ¥., is going to make a change in the 
name and policy of his paper, which will be of 
great interest to distributors Write him ——— 
Vansyckle seems to get about all the indianapolis 
distriouting that is worth having ———Haynes 
of Ironton, has been investigating Congdon on 
his own account, and finds that we had him about 
right Wm. H. Fogg Twombly, writes as 
follows: “If Icould not let my work speak for 
itself rather than take shelter behind a license, I 
would quit the business."-——- Distributors every- 
where should write John Budd, circulation man- 
ager of Pennsylvania Grit, Williamsport. Pa. 
He is going to sample copy all sections of the 
country. E. Kridger. of Atlanta, says that 
Radway’'s, Kilmer's and the World's Dispensary 

per at that po. nt was very poorly handled —- 
) H. Jones, of Baltimore, Md., displays a good 
caption on his lettter head i. e.. “Distributing 
executed honestly and judiciously.’ There isa 
world of meaning in that word ‘ judiciously.” 
It comprises all there is knowing how. It im- 
plies tact. experience and discriminating intelli- 
gence : and furthermore, it hasa convincing ring 
that will inspire confidence in the heart of an 
advertiser James L, Hill, the efficient and 
hustling secretary of I. A.of D, tried hard to 
have the convention held at Nashville. but the 
preponderance ot opinion Was against itt 
W H. Case, indorses Cincinnati for the conven- 
tion. —— J. A. Clough, of Chicago, now keeps 
sixteen experienced metyconstantly employed 

—— Jas. Donaldson, of Ithaca, Mich , says that 
cunien paid him and asks that we give him 
credit for so doing. This we do cheerfully and 
will keep it up as long as Congdon does 
W. H. Case, of Fort Wayne. advises us that he 
“ean't keep house" without THE BILLBOARD. 
Israel Darvis, of Weyant, Pa.,1s up against 


ag 


“ a 
the fake Union Distributing Co. of Chicago, an 

has not found it out yet.———C. M. Murphy «& 
Co., of Montpelier, Ind, discovered Tur Bint 

BOARD ona newstand in that city, and are highly 
pleased over their find John M. Evans, ot 
Youngstown, Ono, writing under date of March 
1 s4Vs “it am going out to-day tor the first 
time in six wecks. I have been very sick Mt 

kvans has had twenty-five years’ €x perience as 
a soliciting clerk tur a Youngstown fiim, and 
knows the city and county like a primer —— 
W. H. Bathgate, of Portage. Wis. says business 
1S gOOd, WILN ew palrous every montin aud pros- 
pects good.- -C C Wrilam-, of reacham,\t., 
Ibkes THe BILLBOARD very much RK. 
Lee, Jr. is proprietor of the buffalo Distributing 
jureau, at ino Pearl street, that city 4 
Munkel manages the Imegrity Advertising 
Agency (distributors), with offices at 2776 Garnet 
street, Philadelphia —M. J. Sonneborn, Mor 
Kautown, W. Va., is a new one-———W. K. Burke 
& Co, No. 2724 Melpomene street, New Orleans, 
are conducting a service ———Mark A. Bondy 
manages the National Distributing Association 
at 17 Winder street, Detroit, Mich ———F. M. 
Black, of Colorado, Springs, who represents the 
Curran Co. at that point. is thinking of joing 
the | A. of D.———Lack of space preveuts our 
quoting from letters received from the follow- 
ing distributors during the past month, viz 

F. W. Kiley, Marlboro, Mass.; L. A. Pearson, 
West Milton. 0; W. D. Dixon, Milwaukee, Wis.; 
Thomas Kain, Middletown, N. Y.; P. M. Goettel, 
Sunbury, Pa.: A. J. Blair, Milton, Pa.; James B 
McConnon, Dayton, O.; H.C Tully, Mechanics- 
burg, O.; WS. Jones, Binghampton, N ¥.; Geo 
W. Vansyckle, Indianapolis, Ind.; Howard N. 
Holshouser, Covington, Tenn.; J. H. Haynes, 
Ironton, O.; H. Jos. Harth, Paducah, Ky.; C. H 
Wright, Glasco, Kan.; Frank Gee, Valley Falls, 
Kan.; Kdw. B Bridger, Atlanta, Ga.; j. R. F. 
Allen, New Orleans, La., Henry Fuchs, Sacra- 
mento, Cal.;S; J. McManis, Ambrose, Pa.; Ernest 
M Hazelton, Dover, N. H.; Herman Detker, 
Junction ity, Kan.; P. G. Stout, St. Louis, Mo.: 
W. L. Goldsby, Petersburg, Ill.; Robert H. John- 
son, Warren, Pa.; G. C. Wiikison, DeGraff, O.; 
S. M. Craig, Austin, Tex.; Henry A. Berkins, 
Winona, Minn ; W. S. Bye, Cedar Rapids, towa; 
J. T. Hudson, Pittsburg, Pa: C © Wilhams, 
Peacham, Vc.: Frank H. Dinsmore, Coshocton 
Uhio: Fred Will Klickerman, San Antonio, Tex.: 
C. H Young. New Urleans, La.: W. P. Hunter, 
Carmi, Ul © 

J. H. Bell, of Staunton, Va, wants a copy of 
the March BILLBOARD. Weare out. Canany of 
his brother distributors accommodate him ?— 
Walter H. Baker, of Waynesboro, Pa.. writes as 
follows, viz “In regard to the National pis 
tributing Association of rhiladelphia, ot which 
Clem. H. Congdon is president, don’t think 
much of it. I belonged to it over one vear and 
never received one cents worth of work from 
them. [ also sent an ad tothe Su, and sent the 
money in advance to Clem. H. Congdon. A few 
weeks after he asked me to pay itagain. I am 
done with them.’ -—— When a man is bunkoed 
he does not generally glory in it and boast about 
it. There are exceptions to the rule, however, 
as instance one Schaeter, ot Port Chester, N Y., 
who is up against the National Distributors’ As- 
sociation and glad of it.————F. P. Elliott, of De 
fiance, O,. is well recommended — Clem. 
Burnsworth brilliantly boasts of doing work at 
go cents a thousand —E. L. Bates writes us 
that Congdon paid him.—— Under date of April 
12, Mrs. G. EK. Fisher writes as follows ‘Mr. 
Fisher's health continues so low that he will soon 
have to give up all work in complhance with his 
physiciau’s orders, and go to a warm climate ; 
yet there is little hope of a complete recovery 
even ina warmer climate '' ———W. ]. Krvder, of 
Dowagiac, Mich., in renewing his subscription 
assures us that he cannot get along without THe 
BILLnoaRD. —— John J. Tischner. of North 
Cramer Hill. N. J] . is highly spoken of. 

Benj. Miles, of Huntington, Ind, is handling 
Califoraia Fig Syrup, Dr Shoop, and Kuiimer, 
besides other well known firms. Miles is making 
a success of 1t simply by giving satisfaction. it 
is the easiest and quickest way to succeed. when 
all 1s said —W. W. Densmore, of Mount Car- 
mel, [li.. is one of Congdon’s lambs who has not 
discovered that he hus been shorn as yet. He 
distributed the 10,000 circulars that Fred Jenks, 
of Elgin, refused to handle. In view of which, 
this paragraph trom his letter head is amusing 
“Six thousand circulars will cover my entire ter- 
ritory thoroughly. Any more wou!ld be wasted. 
I charge $2 for putting out 100oe circulars of any 
kind, and direct the work myselt."———w. H, 
Case notifies us that mail addressed to W. F. 
O'Connor & Co , New York City, is returned by 
the postal authorities, marked “fraudulent. 
C. H, Wright, of Glasco, Kas. is thinking 
of instituting a service at that point. He would 
like to have some distributor write him how to 
go about it A. Verkins manages the 
Winona Distributing Co.—— David & Co., of 
Clarksburg, W Va., sent out a cunning little en- 
velope just large enough to contain a smal! busi- 
ness card. Itisodd and consequently a good ad- 
vertisement Donat J Lefebvre does not 
approve of character impersonation in combina- 
tion with distributing. An admirable article 
from his pen on this subject is unfortunately 
crowded out of this issue. 


*144e 
Exhibiting. 
The legitimate us: of store windows is to at- 
tractively exhibit samples of the goods in the 
store. Properly handled they constitute an ad- 
vertising medium of great value There is no 
way to “‘ key" the results trom a window, but if 
there were it would surprise most merchants. A 
very large percentage of men, when they con 
clude to buy shirts, shoes, neckties or a hat, walk 
down the street where most of the outhtters of 
the town are congrevated, and make their selec- 
tions from the windows. There are the goods 
and there is the price--there could be no better 
advertising The merchant who is careless 
about his windows loses an incalculable amount 
of trade.— A: arns, 
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Some Advertisers. 

American Family Record Co., Brook- 
lyn, N. Y. 
“Advance Advertising Agency, Cleve- 
land, Ohio. 

American Heat Insulating Co., Pitts- 
burg. 

Albion Electric Soap Co., Kalamazoo, 
Mich. 

Allen Medical Co., Boston. 

Burrell, H. T., Boston. 

Custer Medical Co., Parkersburg, W. Va. 

Calenburg, H. E., Co., New York. 

Dudley, F. C., Bath, N. Y. 

England, W. H., New York. 

European Importing Agency, NewYork. 

Fidelity Loan Association, New York. 

Griswold, W. H., Troy, N. Y. 

<juarantee Crayon Portrait Studio, New 
York. 

Globe Nursery Co., Rochester, N. Y. 

Hughes, C. D., & Co., New York. 

Home Study Association, Ann Arbor, 
Mich. ‘ 

Keating System Co., Chicago, 

Kelley, D. H., Oneonta, N. Y. 

Levell, L. S., Toronto, Ont. 

Moulton W A., Adv. Co., Cleveland, O. 

Michigan Medical Institute, Albion, 
Mich. 

Mayer Drug Co., Oakland, Cal. 

MacRae, Major D., Boston. 

Manhattan Investors’ and Security Co., 
New York. 

Medical Electrical Co., New York. 

Morton Mfg. Co., Muskegon Heights, 
Mich. 

N. T. Aurophone Co,, New York. 

National Electric Water Lock Co., New 
York. 

Pierce, D. T., Jr., New York. 

Platt, G. W., Toronto, Ont. 

Randall, S. F , New York. 

Rose Drug Co., Birmingham, Ala. 

Red Star Watch Co., Chicago. 

Standard Medical Co., Cleveland, Ohio. 

Skeels, S. B., M. D., Toledo, Ohio. 

Sauveur, L. C., Philadelphia 

Sherman, W. O., Providence, R. I. 

Thurman, J. B., & Co., Chicago. 

Universal Cash Register Co., New York- 

Wynkoop Bros., Milford, Del. 

Webster, Ford Co., New York. : 

Wright, A. M., Dr., & Co., Albion, Mich. 

Wilson, R., New York. 

Western Fruit Farm Co., New York. 

West, J. C., Medical Co., Chicago. 

Yockell, A., New York. 

Roy W. Crabb, Lima, Ohio. 

Dr. J. M. Craig, Omaha Bldg., Chicago. 

Delaney Oil and Grease Co., Milwaukee. 

Garwood Candy Co., Evanston, II1. 

Garfield Medical College, Chicago. 

Jud B. Harris, Fort Wayne, Ala. 

Health Capsule Co., Chicago. 

James Lancaster, New York. 

Lima Book Co., Lima, Ohio. 

A. C. LaCombe, Los Angeles, Cal. 

Niles Medical Co., Chicago. 

Dr. H. Peffley, Indianapolis. 

Oriel Medical Co., Chicago. 

M. L. Roeder, St. Louis. 

E. J. Swaveley, Roanoke, Va. 

W. O. Sherman, Providence, R. I. 

Charles R. Stanfield, New York. 


Posters. 


When the reproduction of wood-cuts in colors 
was invented, it was not long ere business men 
snapped at this mannet of introducing their 
wares. and the * poor man’s picture gallery 
spread over every hoarding throughout the Brit- 
ish Isles and much of America as well. Theatri- 
cal managers and compounders of patent medi- 
cines especially caught at the new idea; the 
most thrilling blood and thunder scenes, and 
miraculous “Before and Afters, setting forth 
ihe virtues of Bolus’ Pills and Good's Sarsape- 
rilla, decorated the whole country-side—gaudy, 
badly - executed prints, struck from wooden 
blocks that super-mposed one cross-hatching of 
color upon another. That the touch of Midas 
has tempted the gods from off Parnassus I am 
afraid we must acknowledge when we see the 
chefs-d’-aeuvre of such painters as Millais, Van 
Haanen, Landseer, Edouard Frere and the 
French Millet figuring as advertisements for 
soap, bicycles and cigarettes. Less reprehensi- 
ble appears the work of that odd, quaint, often 
grotesque, school of incoherents who have raised 
attisans and diverted the advertising placard 
from its original utilitarian purpose into the 
realms of genius. Indeed, apart from certain 
mannerisms, we have much to thank them for ; 
even those realists who sarcastically declare 
they are not cultivated up to admiring ‘‘turqoise 
cows standing in magenta meadows” must allow 
a marked improvement on the whole, in. the 
mural advertisements of to-day over those of the 
early sixties.—Advertising World. 


THe BILLBOARD 


The Deadly Parallel. 


| 


Queer, isn't it, this combination fromthe pages | 
ot Cheerful Moments, devoted (2?) to the interests | 


of distributors, April number. i897? 
Page 6, Column s. 
Editorials— column. 
Funny how many fake Advertising— 
circular distributors’| 
concerns come in exist- distributing circulars. 
ence, get jolted, andj U.S. Dist. Bureau, 
blink out again as quick-| Chicago. 
ly as they come in this — 
world. A pine table,} $8 per 1000 for distrib- 
dozen deluded victims'uting samples washing 
and a sounding title'fluid. Send 6c stamps. 
comprises their ae W. Scott,Cohoes,N_Y. 


Editorial column, 
Page 6. 
New crop of adver-| 
tisers who offer sums to penses to distribute cir- 
have their circulars dis-'culars; sample and con- 
tributed. Their “little tract for roc. 
joker” appears in their| Union Supply Co., 
requirement to send 4c Chicago 
to 20c for terms or sam- 
ples. Their scheme is 
a chestnut, and 
“suckers” bite. 


Copied from same page, 
advertising column. 


Contracts for men to 
only distribute circulars;only 
2c to send 
Unt. Mfg. & Pub Co 
Cohoes, N. Y. 


Go slow in taking the 
business of 
addresses. They are a| per 100, is paid by us for 
class hard to get, and such names. enclose ioc 
must be endorsed by ajfor book and _ instruc- 
physician or druggist. jtions. 

K. E. Novelty Co., 

Beaver Springs, Pa. 


$so a month and ex- | 


Names and addresses | 
supplying/wanted; sc each, or $5 | 


The National Distributing Association | 
of Detroit, Mich. (M.A. Bondy, manager), | 


makes a price of $1.25 per thousand and 
offer 15 per cent discount on all orders 
over 10,000 pieces. It is interesting to 
note the way prices vary among distribu- 
tors. They range all the way from $1.25 
to $250 per thousand. Often you will 
find two distributors in the same town 
with different prices, as, for instance, 
right here in Cincinnati, Steinbrenner’s 
rules at $1.50 for large contracts, while 
the Chapmans demand §2, each, stoutly 
contending that their price is the right 
one. 

Of necessity, price must be based upon 
cost. No one will dery that it costs more 
to distribute the outskirts and suburbs of 
a city than it does the congested center. 
The houses are further apart; as a rule, 
they set back in a yard a considerable dis- 
tance from the sidewalk, and trips back 
and forth to refill the sacks consume time 
and car fare. Yet distributors always 
want enough books or samples to include 
these out-lying districts. Strange, is it 
not? 

But strangest of all is the offer of the 
National people of Detroit, who offer a 
discount to advertisers in oyler to secure 
this less lucrative work. They practically 
say to advertisers: ‘It will cost you 
$1.25 per thousand in the city proper, but 
if you will include the suburbs we will do 
the whole thing for $1.06 '4 per thousand.”’ 

There is something wrong here, tut we 
do not know just where or how. 

Will some experienced distributor tell 
us ‘‘where we are at?”’ 


Newspapers and « Magazines. 


One paper maker recently bought five tons of re- 
turned copies of one issue of one magazine Five 
tons is ten thousand pounds. Two interesting 
questions suggest themselves to an advertiser's 
mind: How many copies go to the pound? What 
is the name of the magazine? 


A German Statistician estimates that 12.000,000. 
000 copies of newspapers are printed every vear 
The Germans are good at figures, and this par 
ticular one is in danger of a flood of propositions 
from those in great need of a circulation liar. 


In Cincinnati, Chicago and St. Louis. those 
copies of Munsey's Magazine which were for sale 
on the newstands, were mutilated. The adver 
tisemments of subscription agencies were torn out 
before they were offered for sale. The other 
side of the page always contained adv ertisements 
@ innocent parties, but of course, they went 
too All other magazines containing the objec 
tionable advertiseinents were similarly treated 
Among others, 7he Delineator,Mci luve Gode\ 
etc. The tea ring was wt confined to the above 
three cities, either. It was general throughout 
the country. 


Newspapers. 


Beware of the man who tells you that he has 
the best paper on earth. He isa liar,--Push. 


|Same page, advertising | 


$1.50 per 1000 cash for 
5 


A722n. : 
| An CYP RI IOIIIIIVIVIIIIVIVIIAIAIAIMNIVIDOIIIIO 


ri 
MN \\7 of prevention—a pound of cure. Do not let your 
ON ° Ounce \7 costly advertising matter fall into hands of fakirs. 


eee Use An Ounce of Prevention: 


i.e Employ Vansyckle. r 
° Vansyckle Advertising Co., Indianapolis, Ind. . 
& G W. VANSYCKLE, Manager. s 
‘Seeeeeecee CE CCE GEE CO COKE CHEE CCC CECE CECE 


SMITH & BIBES, Bivens: HEARNE, TEX. 


Estimates furnished. We have the Best Stands and are perfectly reliable 


Gold or silvert** Henne gan 


| it ED, 


POSTER 
PRINTERS 


719-724 Sycamore Street, 
CINCINNATI. 
O 


Send for Catalogue and Sam 


If you advertise judiciously. Let 
the people know what you have. 
A sample, a well-written booklet, 
or circular will do 


But it must be Distributed in the right way 
to increase your trade. ——p 


Now, that’s our business, we mean 
it. Gur trade is to create a demand 
for your goods. 
solicited. 


D. J. Lefebvre 
Advertising Co., 
Reliable Distributors, 
P. O. Box 483. | 
MANCHESTER, N. H. 


Correspondence 


ples of Posters. 
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Poor ‘ 
a 


ee” 
Distributing 
REEL 
is rather too swift a pastime for advertisers to indulge 
in. % DON’T come to me for that article. & We do 
not keep in stock. wt Never did. .& Never will. ot & 
You want good, intelligent, result-bringing distributing. 
I do good good, intelligent, result-bringing distributing. 
W Don’t you think we should agree. LET'S GET TOGETHER. 


0 250 UB. Steinbrenner, 


Wy A sisz,00 ~~ 
Room 609, Lincoln Ina Court, 


S 


4!) ¢oes all Cincinnati “\\) 


4 (\s 


vs by Steinbrenner. 


We is 519 MAIN STREET, 
W ‘Sezaa2Z.2: Member I. A. of D. 
NY \ ecceee Established 1893. Cincinnati, Obio. 


By McCall, Ad- Writer, Saratoga Springs, N.Y, 
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igns § Sign Painters 


Address all communications for this 
department to 
R. H. ForGRAVE, Pickeringlon, O 


To test gold leaf for purity, drop a drop 
or two of nitric acid on it. Impure leaf 
is readily attacked by the acid, while it 
shows no effect whatever on gold that is 
pure. 


A subscriber wishes to know the differ- 
ence between aluminum and = luninous 
paints. They are two entirely different 
products. Aluminum is a metal, and 
comes both as a solid and in bronze form. 
Many of the metal letters now used on 
wlass are made from this metal. It does 
not tarnish, and its lightness recommends 
it highly for this purpose. Aluminum 
bronze’ is used in various ways, princi- 
pally for painting letters on glass and in 
decorations. Luminous paints are made 
from calcium sulphide and a varnish 
made for the purpose, They are made in 
different colors. It is said that the cal- 
cium sulphide made in this country is un- 
fit for the purpose According to the best 
authority, the Bullock & Crenshaw Co., 
Philadelphia, are the only dealers in this 
country that handle the only kind that 
gives satisfaction. Their brand is per- 
manent. It is costly, but, like many 
other things in the paint line, a little of 
it goes a long ways. This would be an 
excellent thing with which to paint letters 
on wagons and windows, and other sur- 
faces that do not require much paint, as 
it can be read as easily the darkest night 
as in the day time. 

During the winter we feel that we are 
strictly up-to-date as an advertising sign 
painter, but now that the circus _— is 
flapping on the billboards we feel like 
Jonah did when the whale spit him out - 
flabberdasted like. 


IMITATION STAINED GLass.—Sugar of 
lead, ground fine in bleached oil, with a 
little varnish, well mixed and put on with 
a stiff brush, says the Decorators’ Gazette, 
will give a good imitation of ground glass. 

Dick—"*But how do you know he is a 
sign painter ?"’ 

Harry —‘‘Because he wrote a sentence 
and spelled four words wrong, and put 
all the apostrophes in the wrong place.”’ — 
Boston Transcript. 


Toclean signs, take good whiting, warm 
water and a rag. Saturate the rag in 
water, then dip in the whiting and rub on 
the letters, when the dirt and grease will 
disappear as if by magic. Rinse with 
clean water. This will not soit the most 
delicate colors. 


A correspondent asks what is the best 
black back-ground for signs. In my opin- 
ion, there is nothing better, nor more 
lasting, than Dixon's Silicia Graphite. It 
is made of black lead and silicia, and is 
practically indestructible. It covers well, 
while its spreading capacity is nearly 
equal to lamp black. Sulphur fumes 
have no effect on it, and it works either 
on iron or wood, 


This is the season of the year when 
sign painters are usually busy. Have you, 
during the winter, thought up some 
scheme that will catch the public? 


The best signs are those which are em- 
blematic—those which have a figure to 
show what it is that is being advertised 
that possesses character. These signs 
give to the sign painter a chance to dis 
play novelty and originality. Thus, a sign 
tor a ball club should have some of the 
paraphanalia used represented by a draw- 
ng. A sign for Odd Fellows’ should have 
the three links displayed, In fact, all 
signs that are connected with any thin 
‘hat is represented by an emblem shoulc 
have that emblem displayed. 


THE BILLBOARD 


This is an age of investigation aud i::- 
vention. In all avocations of life we find 
those who are continually striving to get 
up some thing new. Hence, we say, if 
the sign painter wants to keep in the 
boat, he must paddle a little himself. 


Good results may be derived from prac- 
ticing laying out and spacing different 
combinations. M, W and I are the most 
troublesome in this respect. 


The more ornamental the ground work 
of a sign is, the greater should be the 
contrast between jt and the letters. 


INK FOR WRITING ON GLAsSs —Accord- 
ing to /ainting and Decorating, the fol- 
lowing mixture makes a good ink for 
writing on glass : Dissolve 36 gr. of sodium 
fluoride, 7 gr. potassium sulphate in 
5ooce water; dissolve also 14 gr. of chlor- 
ide of zine in 500ce water. For use, mix 
equal parts of the solution, and apply 
with a brush. After half an hour the 
letters appear in matt etching. Try it. 
You will be surprised at the result. 


(,ood work creates its own demand. A 
successful man is always sought after, no 
matter what his calling. 


However graceful appearances letters 
may have, they never look exactly right 
without they are symmetrical in shape. 
That is, they should follow a general line 
of form, each with the other. 


Neuste Erfindungen says a new process 
has been devised, whereby the design is 
drawn full size on paper. The letters are 
then cut out, taking care to keep the 
edges clean and sharp, and pasted on the 
glass in the same position they occupy on 
the drawing. The glass inside the bound- 
ary of the sign is then painted, with the 
background color cutting in sharp round 
the edges of the pasted-on letters. When 
the paint is dry, the letters are removed 
by moistening them, and sold or alumi- 
num leaf applied to the vacant spaces, or 
colored mica or thin scales of mother of 
pearl may be scattered over the semi-dry 
gold size, and finally backed up by a coat 
of lacquer. Of course, this applies to sign 
work on the inside of glass windows, or 
similar places. 


The tendency at the present time is to- 
wards plain lettering. Particularly is this 
true of advertising sign painting. And 
we believe it is for the best. Too much 
shading and scrolling makes a sign hard 
to read 


In doing over an old sign, where the 

aint is not to be burnt off, use what is 
Case n as steel wool. You will find that 
it cuts much faster than sandpaper, and 
the surface will be just as smooth. A 
pound of it will last for a long time, for, 
when it becomes gummy and dirty, a 
little excelsior may be put on it, or some 
turpentine poured on it, and the dirt 
burned out. It is made of steel shavings, 
and fire does not hurt it. Any dealer can 
get it for you. 


Work, whether good or bad, is an 4kd- 
vertisement. Consequently, it should not 
be rushed to its detriment. Trying to do 
work fast is commendable, but it should 
not be done fast, if, at the same time, it 
cannot be done well. 


Good turpentine is essential to good 
work in sign painting. Put adrop ona 
viece of writing paper. If the turpentine 
is pure, it will leave no stain on the paper 
when evaporated, 


There are many sign painters through- 
out the country who do not have work 
more than one-half of the time, and some 
not that. If they would take up bill 
posting and distributing in connection 
with their sign painting, they could make 
a good thing out of it, and, at the same 
time, each would help the other, 


Put life in the sign if you want it to 
live. 


It lus uot been so many years ago that 
the black and white sign was invariably 
the rule ; but since the advent of the ad- 
vertising sign painter, with his ways that 
are vain and curious, it has become the 
exception. There is a great deal of black 
used, but not in connection with white. 
Blue has largely taken its place as a 
ground color, while in the pictorial sign 
the coloring is done on artistic lines as 
far as possible. Hence, the sign painter 
should study color effects as well as let- 
ters, Good ideas may be obtained by 
having a large surface and practicing on 
it with water colors. 


The following make good and effective 
combinations for signs where there is no 
pictorial work: 1. Background of yellow 
ochre; plain black letters, lighted with 
white ; quite showy. 2. Flat blue ground, 
with letters traced in rather broad outline 
with gold. 3. One-half of the ground in 
white, the other half in light blue, edges 
blended into each other, letters brown and 
lighted with gray, and may be picked 
out with black. 


Some of our best ready-mixed paints 
are made by mixing the pigment with a 
vehicle made of linseed oil and sal-soda 
water, or lime water, half and half. Take 
a small handful of sal-soda and put ina 
gallon of water, then mix with this a gal- 
lon of oil; stir in a little sulphate of zinc, 
and you will have an oil that will wear 
and look equally as well as pure linseed 
oil. Thin with benzine. Lime water will 
do the same, but it is harder to spread. 


Pusds Personal. 


Siebe & Green's bulletins in San Francisco, are 
truly works of art Howland visited 
Pittsburg, Pa., March 9 Hotes, San Francis 
co branch, has subscribed for THe BILLBOARD 
Henry C. Crosby, of the Romaine Bldg., 
Patterson, N. J..is well spoken of W.K 
Kendrick, of Butte, Mont., is a sign writer who 
also does bill posting gam. W. Hoke, has 
almost discarded sign painting on account of the 
large and increasing demands made on his time 
and attention by his ever-growing poster busi- 
ness. -Gunning, of Chicago, recently in- 
augurated a postal card campaign against adver- 
tisers which was at once unique and effective. It 
was a sort of a “continued in-our-next” affair. 
The advertiser received each day a postal fora 
week orten days. They were all the same stvle 
and advanced a series of terse connected argu- 
ments in favor of the Gunning bulletins, and 
especially signs on eight elevators in Chicago, 
but Gunning was not mentioned until the final 
card was sent out. Interest was stimulated by 
curiosity and sustained from day to day by the 
clever ruse. The Indiana Sign Co., of Indi- 
ana, Pa, make a specialty of hand painted 
posters in imitation of hthographed stands.-—— 
Cc. L. Taylor, a sign painter at Wapello, la., wants 
to know where he can get the latest books on 
sign painting with alphabets of different styies 
Can any brother sign writer aid him? If so, send 
him a postal card.— Che Howland Advertis 
ing Sign Co., of Rome, N. Y., make a specialty 
of roadside advertising. They cover twenty-six 
states ———Wallace & Ross, sign painters at Mc- 
Comb City, Miss., are contemplating a bulletin 
service at that point ———Willis Jones, of Co- 
lumbus. Miss., 1s thinking of a bulletin plant for 
that city ———Gardner Blades, of Alexandria, 
La..is a sign painter who posts bills. He intends 
to join the International Bill Posting Association. 

We acknowledge receipt of communications 
from the following sign writers during the 
mouth past R. 1. Nesbit, Lebanon, Ky.; Wal 
ter H. Baker, Waynesboro, Pa.; Ufer Glass Sign 
Works, Louisville, Ky ; A. L. Armstrong, Colum- 
bus. O.: Colim & Wigg, Trail, British Columbia; 
Edward H. Ganzard, Columbus, Ga.; Charles A. 
Lindeman, St. Clair, Mich. 


Every Man to His Trade. 


William F. Cody, better known as “Buffalo 
Rill,’ has gone out of the newspaper business, 
the Duluth | Minn ~ ess, in which he was inter- 
ested, having been merged into another paper. 

The Fourth Estate 


What Aeronauts Might Do. 


FAME is in receipt ofa circular sent out by the 
Tewell Brothers, of Buffalo, advertising their per- 
formances with balloon and parachute at county 
fairs. The letters of comme ndation that appear 
therein are very effective. But why wouldn't it 
be a good thing for these skilled aeronauts to 
start an advertising agency on their own hook, 
and make a good margin of profit over and above 
what they get from Fatt managements, without 
lessening the value of their show in the slight 
est degree? Signs painted on the balloon would 
not long be exposed to the eye of the public, but 
they would attract intense interest’ w hile the 
ascent was going on and they would be — = 

yng afterwards that it is @ serious questio! 
ae adivertionra would not find that their 
money had been well spent —Fame. 


W. D. REDINGTON. 


The subject of this sketch, whose portrait ap- 
pears on our first page, first saw the light of day 
in Otego, New York State, about forty years ago 
At the early age of thirteen, his father, a con- 
tractor and builder, died, leaving him with noth- 
ing but his own resources to make his way in 
this big world. Mr. xedington, at that early 
age, hired out toa farmer, and instead of spend- 
ing his spare time like most boys of his age, de- 
voted it to study. His attention was directed to 
telegraphy, then comparatively in its infancy, 
which, after surmounting the most «‘iscouraging 
obstacles, he mastered, and at an age when most 
young men were enjoying .hen)selves he had as- 
sumed the responsibilities of a full-fledged tele- 
graph operator. This profession he followed 
successfully, steadily ascending the ladder of 
promotion until he became train dispatcher, 
which position he held until two years ago, 
when he resigned to accept his‘present position 
as manager of the distributing department of 
the large and well-known medical firm of Dr. 
Kilmer & Co., Binghamton, N. Y. 

Just a word as to how Mr. Redington became a 
distributor. Some five years ago, when business 
firms began to recognize the value of distribu- 
tion of circular matter. he was quick to perceive 
that the system, as good as it was, was yec very 
crude, and could be greatly improved. With this 
fact in view, he organized a company in the 
town in which he resided, Norwich, N. Y., for 
the purpose of giving all advertisers the best re- 
sults obtainable from a distribution. He at once 
did away with doy service, and with a force of 
drilled men at his command sought to win the 
confidence of the advertiser, regardless of com- 
—— Soliciting small lots of distribution 

rom his local advertisers, and not allowing one 
single paper to be lost or to fail to reach a pos- 
sible customer, he made the system so profitable 
to his patrons that the local merchants began 
making distributions often and regularly, and 
telling Mr Kedingtoy to set his own figures 
upon his services. His first patent medicine ad- 
vertising distribution was a trial order from the 
Dana Sarsaparilla Co., which was so successtul 
that they gave him a voluntary testimonial, and 
increased his territo:y until he covered several 
counties in Central New York with their adver- 
tising matter, and tor which services they paid 
him a much larger amount than contract price 
in appreciation of faithful productive service, — 

In making a success for others, Mr. Keding- 
ton’s prime object was to make a success of his 
own business. To do this, he knew he must 
bring results, and to hold the patronage of his 
customers he must contiuue to bring results. If 
he could make tt profitable for the advertiser to 
continue his services, he could always have prof- 
itable employment from them. As with every 
other class of merchandise, give value and a 
little more ; give honest weight, measure, height 
and thickness, and there is no trouble to secure 
and retain patronage. How many newspapers 
and distributors lose sight of this most import 
ant fact. If either can make it profitable for the 
advertiser, the advertiser will become a regular 
and profitable customer. 

While Mr. Redington is about as busy as a man 
can well be, with all the details of the entire 
United States to look afterin the line of distri- 
bution of the enormous amount of advertising 
matter annually put out by a large force of trav- 
eling and local distributors in the employ of the 
Swamp Root people, he always finds time to an- 
swer the thousand and one questions received 
daily from distributors from every part of the 
compass. 

When he took charge of the distribution de- 
partment of Dr. Kilmer & Co. he did so with 
the same object in view which had characterized 
hisown career asa local distributor, viz., to make 
it so perfect that none should havea better sys- 
tem, and to have a corps of distributors educated 
up to the point that would leave no stone un- 
turned to give the advertisers the worth of their 
money. He believes that the International As- 
sociation of Distributors has been the frst and 
on v organization to catch the idea and put it 
into successful execution, and only hopes that 
their membership and methods ‘may be ex- 
tended until it covers the entire United States. 

Mr. Redington is always wide awake for new 
up-to-date ideas to apply in the distribution line 
and never hesitates to shouldera bag and satisfy 
himself by actual work, as a distributor in prac- 
tice, the necessary requirements to obtain the 
attention of the people and interest them in the 
literature being distributed. He is a genial 
whole-souled man, willing to excuse mistakes. 
but quick to punish a wrong doer. By constant 
study he is able to judge an applicant’s charac- 
ter and experience by the composition of his 
letter, and many an application lies “filed tor 
future reference" for this very reason. He is al- 
ways ready to give his traveling or local distrib- 
utors the benefit of his own experience, and 
pleased to receive any suggestions from any one 
tending toward a successful distribution ‘He is 
always ready to give every caller a few moments 
of his valuable time. He is married, with a 
pleasant home and family, and every one alw ays 
finds the “latch string” out whea they call at his 
residence. 


Handy Business List of Canadian 
Newspapers Free. 


The Canadian Advertising Agency,( Limited). 
Toronto, have published a complete gazetteer ot 
Canadian papers, with populat? 
culation of papers, etc.. together with blank 
memo. cotumns rhis is the first newspaper 
directory issued in Canada for four years. A 
copy ‘vill be sent free to anyone serding six ct 
In stamps to pay postage; also copy of 
booklet “Canadian Magazines and 
Papers."’ 
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Kewanee, Ill 
Editor Tuk BiLLEoarDb, 
Cinemnati, O 
Dear Sir—Having purchased all tillboards and 
all other out-door advertising space in our city 
we take pleasure in announcing that we are pre 
pared to do all kinds of bill posting, sign tack 
ing and distributing with neatness and despatch 
We have a number of good boards in good loca- 
tions, and can post any size from a three-shect 
to a two hundred-sheet stand. about six hundred 
sheets in all. Our work is done by experienced 
workmen. We are for business on strictly busi- 
ness principles, and all work entrusted to us 
witl be honestly done. We guarantee comple'e 
satisfaction. We believe the advertiser must ect 
for every dollar invested an honest dollars’ worth 
of work. We have the best facilities for distri- 
buting, and make a specialty of this class of 
work. We do not employ boys, but sober, honest 
men. If we can do any work for you, which we 
sincerely hope we can, we will welcome inspec- 
tion, for we know you will have confidence in us 
and we can geta share of your patronage. Our 
prices are three cents per sheet for fifteen days’ 
showing, and‘five cents per sheet for thirty days’ 
showing. Will also renew your paper without 
cost if » rodry We should be pleased to quote 
prices for any other line of work on application. 
Trusting you will favor us with a line of post- 
ing or distributing, we remain, 
Yours truly, 
THE KEWANEER BILL PosTING & D:st’G Co. 


March 25, 15 


Forest, O , March 24, ‘o7. 
Editor THe BILLBOARD, 
Cincinnati, O 
Dear Sir— Yours received, and in reply I en- 
close 31.00 for one year’s subscription for THE 
BILLBOARD I will say further that I have en- 
deavored numerous times to start in the circular 
distributing business and always have heretofore 
struck fakes, but now I am satisfied that Iam on 
the right track After I arrange some matters 
to my satisfaction, will avail myself of your low 
advertising rates, I will want to become a mem- 
ber of I. A. D's, and do they have a standard of 
prices for their work ? Yours truly, 
1. H. ASIN. 


Chillicothe, I11., April 6th, 1897. 
Editor THE BILLBOARD, 

Dear Sir—Business is beginning to look up a 
little now’ Posted twenty-five 3-sheets and 125 
i-sheets for M. W. Kahn & Co., local: nailed 
board and tin signs, advertising Parker’s Head- 
ache Powders; distributed samples and papers 
advertising Bucklen’s Remedies, samples of 
Parker’s Headache Powders; sample papers of 
Street & Smith’s New York Weekly. ‘Tacked 
cloth signs for L.H Thomas & Co., druggists, 
local Distributed booklets advertising Diamond 
Dyes, Wells, Richardson & Co., Burlington, Vt. 
Song Books for Wizard Oil Co. Chicago, I). 
Received a trade offer from Gilmore Drug Co. 
Fietcher, Ohio ‘Just received a consignment of 
paper to post from the Monk Introduction Co., 
Bill Posting Contractors, Peoria, Il. We have 
several new and prominent locations. We are 
making a lot of new three-sheet boards, so as to 
have them on hand in case of a necessity. We 
believe in being prepared. so that when the rush 
comes we can take care of it. We hope to have 
something of interest tor next month. 

. Respecttully yours, 
HENRY CHARVAT, Manager, 


Atlanta, Ga., April 14, 1897. 
Editor THE BILLBOARD, 
Cincinnati, O. 

Dear Sir—The April number of BiLLBoaRD has 
been received, and, as usual, was bright and 
sparkling. To me it gets better every time. The 
only trouble is that it is not published often 
enough. It oughtto be issued weekly. The bill- 
boards here are displaying posters for Warner's 
Safe Cure and Yeast Co.. The saver’s Tonic and 
Malaria Remedy, Phillips’ ligestibie Cocoa, Yel- 
low Kid Cigarettes and California syrup of Figs 
Co. I have just finished distributing 15,8 pam- 
phiets and 19,150 yeast samples for the Warner's 
pafe Cure and Yeast Co., and have a shipment of 
20,000 pamphlets for California Fig Syrup Co., 
30,000 Lydia EK. Pinkham Medical Co.. besides 
local work Hood's Tid .Bits. Williams’ Pink 
Pills, World’s Dispensary, Swain’s Laborat Ty, 
Dr. Kings Discovery and Kadway & Co. have 
come and gone. Some of their work was wretch- 
edly done; in fact, the best work done here 
through agents was Dr. King’s Disc wery. I have 
had a visit from Mr. D. D. Sh- pard, represent- 
ing Warner's Safe Cure Co.,, Rochester, N. y. If 
all agents were like him there would be no 
shoddy work, and honest distributors would get 
credit for their service. Yours truly, 

Epw. B. BRIDGER. 


Centralia, Il., April 14, 1807 
Editor THE BILLBOARD, 
Cincinnati 

Dear Sir—During the past month we have done 
the following work 200 Navy tobacco signs 
American Tobacco Co.; 500 signs, Jacob Pieter’s 
Improved Eagle Cigar (local); so signs lony cut 
navy; loo 1-sheets, Longley Hat (local): 30 signs 
Pabst Chemical Co, We also have J. H. La Pearl's 
circus for some time in July. 
CRITTENDEN & Co, 


THE BILLBOARD 


Santa Fe, N.M_, March 20, iSo7 
Editor THe BILLnoarn, 
Cincinnat:, © 
Dear Sir—Excuse my asking, but why don't I 
get my paper | have not had any since th 
jJaneary number, aud Il think vou must have for 
gotten me. I wanted to put an ad inthe April 
number, but wantea the paper to make it up 
and I suppose it is too jate now. Be sure to send 
me the February and March uvumbers, as I keep 
the file and often am asked tor tiem by drum 
mers irom the Kast who want to keep posted 
Business has opened up pretty fair, but look 
for more later on Yours traiy 
A. M. DETTELRACH 


MeMinnviile, Ore 
Editor THk BicLnoarD, 
Cincinnati UV 
Dear Sir—Since our last report we have dis 
tributed samples of Pain Pills tor Dr. Miles 
Medical Co, Elkhart, Ind, and have made de 
liveries to our local druggists for them this is 
the second order for Dr. Miles this year, and I 
expect another in afew days. Resultstell, We 
are now bill posting for the American Tobacco 
Co andthe J. J. Bagler Tobacco Co. Have sent 
in four orders to the Donaldson Lithographing 
Co., Cincinnati, for posters for home merchauts 
This is the first advertising by bill posting tor 
home merchants in this city.” We are fast put 
ting up new bill boards Yours truly, 
G. Fk. BANGASSER, Manager 


Austin Tex 
Editor THE BILLBOARD 
Cincinnati, O 

Dear yir—I paid $: to join Mr. Congdon’s N 
D. A in 1895 and so cents dues in advauce: but 
after the Lobb humbuggery I asked to be drop- 
pel irom the roii ot membership, and have 
never corresponded with him since 

Mr. Congdon seit 10,c00 ot the Lobb pamphlets 
to Lake Cnarles with the understanding that | 
Was to receive 40 Cents per thousand tor the let, 
and taat it would be tolioweu monthiy by other 
lots ata living price. Being idie at the trme, I 
accepted and putin @ week onthe work. Atter 
my return to Austin, I received a letter trou 
Congdon stating that Dr Lobb was greaily dis- 
sstisned with the work; that he had never re- 
ceived a single letter from st. Charles: and he 
intimated, as I thought, that the bundles had 
been dumped into the lake. I followed this with 
a bitter reply. He ciarmed there wasonly $1 bal- 
ance due me. Guess it “turned up its toes,” as I 
have never heard from it. 

You need not return the-copies of the 
as they are of no use to me. 

Enciosed you will find copies ef circulars used 
while I was in the business. Upon the head of 
the red leiter you will note the names of all the 
associations that “faked” me, one after the 
otner. Many sent lists of advertisers, most of 
whom are dead, I guess. Through stamps used 
membership fees, etc., lam about $so our. The 
“Sucker” faniily will never become extinct 

Ihave received several sample copies of your 
paper, and must say that it is a “dandy.” 

Yours truly, 
S. M. CRAIG, S10 W. Fifth St 


. April 10, 180 
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Covington, Tenn., March 22, 18907 
Editor THE BILLBROAkKD, 
Cincinnati, O 
Dear Sir—Bitt.Boarpd is the best paper pub- 
lished for circular distributors and bill posters to 
advertise in. I have tried them all and know 
what I am talking about THE BILLBO.V.RD 
brings results. Resp t vours, 
HOWARD N. HOLSHOUSER. 


Peru, Ind., March 15, 1897 
Editor THE BILLBOARD, 
Cincinnati, O 
Dear Sir—After reading the different articles 
in the March number of BILLBOARD 1n relation 
to the distribution of the printed matter sent out 
by Dr. Lobb and one Congdon. | was made to 
wonder what bill posters and distributors could 
expect of a person or firm that is not willing to 
pay over 4o cents per thousand for distributing 
from house to house, and, what is worse yet, 
what could be expected of a party that would 
agree to do the work at such prices? Good ser- 
vice is worthy of good pay I get trom $1 50 to 
$2 per thousand for distributing printed matter 
and I have never had any one yet to complain of 
poor service or the prices 
CHAS. W. STUTESMAN 
. 
Mansfield, Tioga Co., Pa.. March (7. 186 
Fditor THE BILLBOARD, F 
Cincinnati, O 
Dear Sir—We read vour article in the last issv« 
of BILLBOARD advertising Tegarding the “Na 
tional Di-tributors’ Association ' of Philade ipbia 
Pa., with much interest. Would say thes . of 
rather Congdon, under that name, has been try 
ing to work us by sending us some of the liters 
ture. It, no doubt, will have the desired effect of 
discouraging us for good of having anything to 
do with the concern, and perhaps matiy others 
There are several other organizations ot this 
nature in the country that ought to be shown up 
for the good of the craft Yours truly, 
PHEW. D. HUSTED ADVERTISING ( 


‘0 


Hillsboro, Tex., March 16, 1807. 
EF liior TRE BILLBOARD, ; 
Cincinnati, O 

Dear sir—Having received several san ple 
copies of your paper we deem it fitting to retu 
ous most sincere thanks for them. We 
money orde r herewith for one vVears 
tion. We are not nembers 
posters 


n 
enciose 
’ subseriy 
ft either of the bill 
Business does not vet 
amount toenough to admit of Our uniting “i h 
an organization, but if work gets better we ex- 
pect to join, We have written several ietters to 
different firms that were mentioned in your Fel, 
ruary issue in regard to bill posti: g. and have 
received several lots of paper 
SUCCESS, WE ATE, yours respectiully, 
PHILLIPS BRos., City Bill Posters, 


associalions 


Wishing you 


Scranton, Pa., April 13, 107 
Editor THe BILLBOARD, 
Cincinnati, O 
Dear Sir—We are in receipt of a communica 
tion from vour business de partment stating that 
our subscription tor your must excelient publi 
cation had expired, and that you had auticipated 
vur desires and renewed the same for us, tor 
Which please accept our sincere thanks, as we 
feel that we do not want to do business without 
all the trade periodicals by our sick rhe first 
thing we do on the arrival of the paper ts to 
shut ourseives in the private office, and glean 
the helpful hints we findin Tue sBittboard, 
Enclosed piease find check for the amount 
dne, and if you wish at any time to lose our 
tnendship, just you torget to send the paper 
Yours lor business, 
Reese & LONG 


FROM AUSTRALIA. 


Adelaide, Feb. 21, 1897 
Editor THE Sr_LBoaRD, 
Cincinnati, O 

Dear sir— Many thanks for papers, ete; am 
delighted with them 

Kindly receive my money order for twelve 
mouths’ BILLBOARD advertising. Iam ata loss 
when Ido not get them, and | also wish you to 
send me January, February, March, Apml and 
November, is and with those numbers and 
following on, I will then send you another dollar 
iu June next tocontinue. How about back num 
bers’? I will endeavor to send you a letter as 
frequeutly as possible 

I am sending, through your kindness, for 
twelve months subscription to the ddvertising 
World, so you can inform them if you think it 
advisable 

I clearly make it my duty when writing for 
anything you advertise to mention BILLBOARD 
as I comsider it only tair Yours truly, 

; FRED. COOMBS 


Albany, N. Y., April 16, 1897 
Editor THe BILLBOARD 
Cinenunati, O 

Dear Sir—It 1s with pleasure I take the oppor 
tunity to let you know how I am progressing in 
the city that was once at the mercy of the only 
J. B.C. Work seems to come to me trom ail 
parts of the country. I have now on my boards 
Sixty S-sheets of the H. O. poster, “Il want some 
more.’ I have also closed aone year’s contract 
with this company to post sixty S-sheets every 
mouth; also, thirty iosheets stands, fifty >» 
sheets, 200 2-shecis, 200 I-sheets ot the W. Hi 
Baker's Cocoa Co.; Bendsdeort’s Cocoa fora three 
months’ showing. sixty S-sheets, through Mr. ¢ 
W. Woodbury. rhe local work in this city has 
taken a big start. The merchantsof this city have 
awakened to the fact that there is amoAer bill 
posting Company here who are alive and up-to 
date, and give good, honest service. The Hinchie 
Brewing vo., 100 gsheets bock beer: the Ked 
Star Clothing Co., 200 2sheets; White Sewing 
Machine Co., 500 3-sheets, “bicycle; the Albany 
Hardware Co., 100 6-sheets, “bicycles and bic ycle 
suits,’ Condon & Wisely, hatters, yo 3-sheets: 
Empire Clothing Co., 200 3-sheets; Kingsley, the 
hatter, 300 1I-sheets; Saul, the clothier, 10co hat 
posters. Troy Cold water Kalsomine Co., Troy 
N. Y., are billing the city with soo 1-sheets. “I 
placed an order with the Donaldson Lithograph 
Co., Cincinnati, for this company, and have 
charge of putting out their paper to bill posters 
in the New England States. Mr. Miller, mv ad 
verusing solicitor, is now busy on three other 
large firms who are going to use posters in the 
near future. Last Thursday he closed an order 
for 50,000 2-sheets with a certain firm, but they 
will not do much posting until August, as it is 
now too late for their spring trade Besides the 
theater work tor Harmanus Bleecker Hall and 
the Pearl street Theater. and work I see in the 
future, Ish. 1] have plenty of work. There are 
four circuses coming here this summer, and the 
tuture looks bright, regardiess of the two shin 
ing stars, E. A. and ©. J., that are leading my 
opposition and followeis along 

l am, yours, ete. BOLD MCINTYRE 


Colfax, Wash.. April 10, 1897 
Editor THE DBILiusuans, 
Cincinnat:, © 

Dear sir—I have been an ardent admirer of 
your publication for some time, and eagerly read 
its conten's as soon as received, The question ot 
how to get merchants in our town tu aavertice 
has been a puzzler to me. I havea nice lot of 
Samples trom the Donaldson and Riverside (of 
Milwaukee) houses, and have made two stro: Z 
efforts (last fail and this spring) to get some of 
them interested, but without avail + even made 
the proposition to one firm to do the posting for 


nothing if they would only pay tor the paper 
but that was no inaue ment They ar. ue that 
our town 18 too smail population nme ind I 


have about come to the conclusion that either I 
am too enthustastic on the result. of poster 
work, or the merchants cannot recognize a good 
thing when they see it 

I aiso sem to be too “much” out of the way 
with foreign advertisers. I have mailed cire ulats, 
as per enclosed, all over the country, but oni 
get au occasional batch. but I shall “keep a 
pushing,” and perhaps it will come my way later 
on. Yours truly, : 

Gro. H Lennox 


The enclosure referred to in the letter is a 


three-fold circular, which reads as follows, viz 
Colfax, Wash., January, 1447. 
To Advertisers 

Whitman county, Washington, has a popula 
tion of woo Tekoa, barmingtou, Garneld. 
Oakesdale, kiberton, Palouse. Pullman Colton, 
Uniontown, each have from wo to 1 oo popula 
tion, and the distance from Colfax ranges from 
ten to forty miles 

Colfax has a first-class, up-to-date adve rlising 
establishment that is pre; ared to do anything in 
that line, trom tacking a sign to billing a circus 
and we are prepared to make contracts for pro 


tected and tenewable work at the following 
prices 


For nfteen days, 4 cents per sheet: for thirty 
days, § cents per sheet: for three months { 
cents per sheet per month renewed every Month 
for six months, 44 cents per sheet per month 
renewed every month; for twelve months , cents 
per sheet per month, renewed every month 

Distributing Circulars, $2.50 per thousand 
booklets. $2.90 per thousand: samples, €» so per 
thousand aud upward, according to weight: card 
and tin sign tacking, 1 cent to scents « 
cording to size 

For country team route add so per cent to Col 
tax prices 

All work guaranteed done with neatness and 
dispatch your work ts solicited 

Address, 


ich, ax 


Gro It Lennox 
Licensed Bill Poster, Colfax Washington 
Relerences W. J. Hamilton, druggist: Frank 
J. St. ne, druggist: Zell M_ Reebe tobacconist 
Aaron Kuhn, merchant; Colfax Hardware Co 


NOTE--Suppose some of you bill posters who 


have been s> successful with retailers write Mr 
Lennox and give him the necessary pointers — 
EDITOR 


OLIN S. SUTLIFF. 


Olin S. Sutliff, city bill poster of Glowersvillk 
N. Y., was born March 25, i849. His early life 
up to 186, was spent in his native village 
Gloversville, N. Y., his father being a merchant 
there. Attheage of seventeen years, he, with his 
parents’ conse:t, left home for the West. He 
landed in the city of Chicago, where he obtained 
a position on the C. & N.W. Ry. as fireman. He 
rose from that position to engineer, in which 
capacity he served fora period of sewen wears 
when, his mother being at the point of death, he 
was called home. In the meantime he had taken 
to himself a wife, and together with his daugh 
ter, then an infant, went Fast to his old hom: 
His mother recovered, and prevailed on himt 
Stay with her and his father, he being their only 
child, so he resigned his position on the railroad 
and remained But not wanting to remain idle 
and being a little ambitious, he wanted some 
thing todo. In looking around he saw that here 
wonid be a good opening for a bill posting plant 
there being none here at that time. No sooner 
thought of than done. He at once went to work 
to secure the necessary locations for boards, and 
Started in to establish a service That he has 
succeeded goes without saying He has as fine 
a plant as there isin the State of New York, and 
is constantly adding to it as fast as business de 
mands. He has ground rented in advance for 
bill boards, and is ready at any time to accom- 
modate any and all who come He belongs to 
the New York State Hill Posters 
and lives right up to the rules 
those of the Associated Kill Posters Association 
7c ver sheet listed and guaranteed showing 
thirty days. He serves ail alike—no cut rates to 
any one He enjoys the confidence and e-teem 
of all his patrons He isalsothe re presentative 
of the Donaldson Lithograph Co., and has sold 
quite a number of his local merchants lithe 
graphs from their house His customers are 
well pleased with their work 


Association 
His prices are 


House-to-house distributing of samples 
combines the virtues of both distributing 
and exhibiting 


Its Advertising Value. 


A. T, Stewart was accustomed to send by mail 
at a distance cards containing samples of silk or 
other goods, Kich sample was numbered. and 
a catalogued price for «ach of the numbers was 
also sent \ lady in lowa wrote in the early 
autumn for a card of Specimet.« of his silk dress 
Koodsand receivedthem Some six months later 
she had made her selection and sent the amount 
required tor the number of vards The goods 
were shipped to her with a rece ipted bill and a 
few dollars in change. with the statement that 
the goods of which she ordered a dress pattern 
had been marked down in price. In mentioning 
this circumstance, a man once said to me: "that 
was not business: she ordered the goods by 
sample and he had a right to all the money.” 1 
said to him Stewart knew what was business, 
and he also knew well enough that there was pot 
a lady who wanted a silk dress who lived within 
a hundred miles of this one who would not di 
rectly or indirectly hearof it: and the advertise 
ment it would be for Stewart was worth more 
than the entire value of the goods which he sent, 

American Advertiser 
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This space is devoted cath month to the development of the 
jadvertising efficacy of exhibits at agricultural and industrial 
jtairs, aod the promotion of good management through the 

iendly interchange of ideas. cmmeaiin 


1 CORE 


rhe Central Ohio Fair Association is a 
thing of the past, stockholders, at a re- 
cent meeting, voting to dissolve the or- 
vanization, 


\t its annual meeting, held at Fostoria, 
()., on January 12, the treasurer's report 
showed that the Northwestern Ohio Fair 
Co is entirely free from debt and has 
money in the treasury. The company 
has elected the following directors: C. 
(G;erman, N. Saltsman, L. G. Williams, N. 
Burtscher, J. L. Mickey, W. J. Wagner, 
M Flack, L. McKee, G.W.> Cunningham, 
r. D. Adams, D. Peters, V. Fisher, F. EF 
Bell, Elias Fox and R. Crocker. 


The East Tenne-see Fair Association, at 
Knoxville, hascompleted a new half mile 
track, located about three miles from the 
city. Mr Arthur Graves is secretary of 
the new association. 


Thurston Bros. are booking a midway 
show with fairs Managers in need of a 
lively special attraction will do well to 
write them. They are at 54 Mead street, 
Columbus, O. 


The Ohio State Fair, at Columbus, ad- 
vertises races by electric light. 


Fair managers who want to see a model 
form for a space application blank should 
write to the chiet of the Department of 
Exhibits of Trans-Mississippi and Inter- 
national Exposition, Omaha, Neb. 


A Successful Exhibit. 


fhe home produce exhibit recently held at 


s Angeles may be fairly accounted to have 
been a successful one im every respect This is 
made evident by the fact that the criticism which 
tcllows the exhibit has been as favorable os were 
the notices given it by the press during its con 
tinuanece 

All the Los Angeles papers tn summing 
up the results of the exhibit speak as 


Cor 


nce solicited, 


We are all well aware that the Los Angeles 
Spirit is such as to prompt every Los Angeles 
man to praise and commend everything done 
by his city or in his citv, no matter what his in- 
dividual feeling may be In this case, however, 
the warmth of the general praise givesevidence 
of a genuine sincerity It is clear that Mr. cle 
Garmo Gray turnished Los Angeles with exactly 
the leadership needed to awaken her every re- 
sponsive public spirit and prompt it to the right 
iction in the right way. 


CONSTITUTION AND BY-LAWS 


Of the Ohio State Association of Presidents and 
Seeretanes of Fairs. Adopted April 15, 1897. 


To the Officers and Members of your Associa- 
tion Your committee chos.n one year agoto 
prepare and report a constitution and by-laws 
tor the government of this association, beg leave 
to report the following 

CONSTITUTION 

Article Name and Object.—The name of this 
organization shall be known as the State Asso 
ciation of Fair Presidents and secretaries, and 
its object shall be to promote the usefulness of 
agricultural societies in the State of Ohio 

Article Membership.—-The presidents and 
secretaries of all agricultural societies in the 
State of Ohio and the members and officers of 
the Ohio State Board of Agriculture shall be eli- 
gible to membership in this association, and 
shall each be entitled to vote and participate in 
the meetings of this association upon the pay- 
ment of an annual fee of so cents 

Article 3—Officers.— The officers of this associa- 
tion shall consist of a president. vice-president 
secretary and treasurer. and an Executive Com- 
mittee consisting of the president and secretary 
and the three other members. They shall be 
elected at the regular annual meeting each year 
by a majority vote. and shall hold their respect- 
ive offices for the term of one year, or until their 
successors are duly elected. It shall be their 
duty to perform such service as is usually re- 
quired of said officers, and such other duties as 
this association shall, from time to time, pre- 


scrit 

Article 4—Meetings.—This association shall 
meet annually in the city of Columbus on 
Wednesday evening prior to State Agricultural 
convention 

Article s — Amendments This constitution 
may be amended at any regular annual meeting 
of this assoctation by a three-fourths vote of the 
membership present and voting 
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BY-LAWS. 

Article 1—Quorum.—Ten members of this as- 
sociation shall constitute a quorum. 

Article 2 —-Kules of Order. —The rulescon ained 
in “Cushing's Manual” shall govern this associa- 
tion in all cases to which they are applicable, 
an iin which they are not inconsi-tent with any 
rules of order that may be adopted by this asso- 
cmtion. 

A tele ;—Amendments.—These by-laws may 
be amended at any regular annual meeting by a 
two-thirds vote of all members present and 
voting 

Othcers for 97: Chas. H. Ganson, president 
Urbana. O.; W. t. MeClenahan, vice president, 
Lancaster, O.; George W. Carey, secretary and 
treasurer, Lebanon O 

Exe cutive Committe.—C. H.Ganson, ex officio 
Urbana, O.; Geo. W Carey, Lebanon, O.: Albert 
Hale, Akron, O.; W. L. Tenney, Troy, GO; H. L. 
Wiggins. Hillsboro, O 

The next annual meeting will be held at the 
rooms of the Uhio State Board of Agriculture on 
Wednesday evening preceding the State Agri- 
culture Convention 


Purely Personal. 


Geo. W. Carey. who is secretary of the Lebanon 
O.) fair, has been connected with the association 
im that city since 1865. In addition thereto he 
has been a clerk in the office of secretary of the 
State fair for the past 21 years, and was identi- 
fied with the Dayton, Ohio fair forten years. He 
has also been connected with the Franklin, Ohio 
fair for the past seven years. Capt. Carey is no 
doubt the oldest fair secretary in Ohio, and he 
likes the races yet.——Col. Chas. de Garmo 
Gray, who is now managing the Carnival of the 
Golden Gate, at San Francisco, will leave there 
for Duluth, Minn., about the middle of May 
From there he goes to Chicago, Omaha and 
Nashville, all on exhibition work. Col. de Gar- 
mo has circled the globe three seperate times in 
the last five years. His specialty is food shows 
and expositions. He it was who projected the 
International Exposition at Johannesburg, South 
African Kepublic. and he would have carried it 
to a successful issue had it not been for the 
Jamieson raid. 

The New London (0O.) Fair Association re- 
cently leased the fair grounds at New London 
for a number of years, and will give trotting 
meetings. Mr. ©. G. Carter is secretary 
Chas. Pierson has assumed the management of 
Harry M. Dey. the tamous pyrotechnist of Ty- 
rone, Pa., and is pr-pared to furnish all manner 
of fireworks displays for fairs. ———The Colum- 
bus Pust says Geo. W. Carey, the clerk of the 
race course is about the oldest attache of the 
grounds in number of years served. He begins 
Monday, August 431, 1897, his twenty-first year in 
charge of the races He is a capable, conscien- 
tious and honorable gentleman ; will go his full 
length to accommodate a friend, and will be re- 
tained as long as he wants the position."’ 

Julius LeMoyne, secretary of the fair at Wash- 
ington, Pa., writes as follows: “Notwithstanding 
the hard times and election excitement, our last 
fair, as you see by enclosed treasurer's report, 
not only paid all expenses, but left us a balance 
of S400 to apply toour debt. We own our grounds, 
42 acres, which, with improvements, have cost 
us $50,000, and are worth the money. Our fair 
last year was one of the few that made any 
money—part of which I attribute to good adver 
tising. We use s600 posters within twenty-five 
miles of our grounds. I read with interest THE 
BILLBOARD. especially the fair department.—The 
report referred to is an exceptionally good one, 
but is crowded out through lack of space. — 

W. C. Marshall, secretary of the fair at Dayton, 
Pa.. isa newspaper man. He edits the Davton 
News Geo. T. Jones, secretary of tbe fair at 
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Wallingford, Cotin., writes as follows, viz: 
‘Please include in your list of fairs for Connec- 
ticut that of the Wallingford Agricultural So 
ciety, September 8 and 9, Geo. T. Jones, secre- 
tary. Last vear you had one of our days assigned 
the day after the fair closed, and there was a lot 
of takirs that came to town who had to get out 
without any show at the fair, so please be sure 
and have dates correct,” W. H. Hanner, the 
«ronaut, says that THE BILLBOARD is the best 
advertising medium he has ever found for his 
business. —— T. F. Grinley’s wrial circus and 
fair grounds hippodrome may be addressed at 
Carbon, Ind ~ F. W. Henback will again 
manage the Winnipeg Exposition this year. 
M.M Forsman, the wronaut of Peoria, writes as 
follows Pont let my time run out for your 
paper, which you are sending me, as I subscribed 
tor it by the year, and shall give you an ad this 
season, commencing shortly." Mr. Forsman re- 
cently received quite a lengthy notice in Chas, 
Austin Bates’ Criticisms 


Apropos of the ingenious advertisement 
of the Ripans Chemical Co. now going 
the rounds of the press, which explains 
the origin of the name and directs how it 
should be pronounced, the following sug 
gestion is respectfully submitted for an- 
other ad on the same lines: 

Rowell’s 
Improved 
Patent 
American 
Newspaper 
Squeezer. 
If it catches on, the same idea may be 
adapted ina variety of ways, for instance : 


Printers Swaps 
Ink Newspaper 
Rowell Ads. 


Or, patterning somewhat after the circus 


style: 
| 
al ccieatiias 


P.. «ligious, 
_—— 
| 


> imply 
taggers you. 


Or, another acrostic, something like 
this : 
Rowell’s 
Ingeniously 
Piratical 
And 
Nervy 
Scheme. 


rdially of the display and of the man 
agement as they did during the time 
when it was running and when their 
reports may be considered to have been 
1 large extent colored by a desire to 
praise it im order to attract visitors 
The judgment pronounced since the 
lose of the exhibit amply confirms all 
the favorable thingss aid about it while 
t was still a civic festival and a matter 
{ municipal price 
One feature of the later criticisms and 
mments that deserve notice is the 
warm praise given to the manager of the 
exhibit, Mr. Charles de Garmo Gray 
This gentleman seems to have won 
golden opinions from all sorts of peo- 
1 The directors of the exhibit, the 
ress and the exhibiters all combine in 
ing him credit for the greater portion 
{ the success attained and in expresisng 
‘warm and high appreciation of his 
tvices 
Mr. Gravy is evidently one of those men 
vho are fitted both by talents and train- 
zg tor the conduct of such complex af 
rs as @ great exposition Successful 
snagersot such enterprisesare few In 
very nature of things at all exposi- 
ms there are antagonisims between the 
rectors and the exhibitors, and al-o 
tween one exhibitor and another. 
very man who has a display to make 
sires the largest space and the most 
orable location fo harmonize the 
moflicting claims which arise out of 
ese desires require something more 
in ordinary tact. and he is a very good 
ianager indeed who succeeds in doing it 
We took occasion during the contin 
inee of the exhibit to congratulate Los 
ngeles on the splendid display made 
reported by our corre re nt in that 
ty We have now occasion to congrat- 
ite her again on its successful conclu 
». Itis no slight thing to have held 
important exhibit of this kind and 
ught it to an end without developing 
‘uses of complaint which leads to mu 
‘) reeriminations 


4 
& 


Twenty-sheet poster, depicting the new starting machine. 


“AT THE POST.” 


Press of The Donaldson Litho. Co., Cin’ti, 
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LIST OF FAIR 


1897 


THE BILLBOARD 
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This list is revised and corrected monthly. 
Secretaries are urgently requested to send 
in their dates at the earliest possible mo- 
ment after they are claimed, and to notify 
us promptly as to any change. Rosters 
and dates are published absolutely Free 
of Charge. 


Copyrighted 7897. All rights reserved 
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CONNECTICUT. 


Danbury mypneew’ A Fair Oct4tog9 SH Rundle 
pres GM Rundle sec J W Bacon treas 

Norwich New London county Agi Society Sept 
21to 23 Theodore W Yerrington sec 

Wallingford Wallingford Agl Society Sept 8 
tog Geol Jones sec 


ILLINOIS. 


Aledo Mercer county Agl Society Sept 21 to 24 
John Brady pres W H Graham sec 

Avon The Avon Fair Sept 14to 17. J P Johnson 
pres Julian Churchill sec 

Carmi White county Agl Fair Sept7to1r 
Organ sec 

Griggsville Illinois Valley Fair Assn 
6 J F Hatch secy ae A 

La Harpe La Harpe District Fair Assn Aug 23 
to 27 Geo F Otto pres Judd Hartzell sec — 

Mt Carroll Carroll county Fair Aug 31 to Sept 
3 GF Bncher pres GeoC Kenyon sec 

Springfield Illinois State Fair Sept 27 to Oct 2 
W C Garrard sec 


INDIANA. 


Bourbon Bourbon Fair Oct 5to8 J W Eidson 


RL 


Aug 3 to 


sec 

Crown Point Lake county Fair Sept 7 to Io 
A A Bibler sec 

Elwood Aug 30 to Sept 3 

Flora Carroll county Fair Assn Sept 20 to 25 
W E Callane sec 7 

Franklin Johnson county Agricultural Horti- 
cultural and Park Assn Aug 3: to Sept4y SW 
Duncan pres W S Young sec 

Greenfield Sept 413-18 

Hagerstown Aug 9-14 

Huntinburgh DuboisCounty Fairassn Sept 13 


to 18 E W Pickhardt pres Daniel Rente- 
pohler sec ; 
Indianapolis Indiana State Fair Sept 13 to18 


Chas F Kennedy sec 

Kokomo Sept 6-10 b 

Laporte Laporte county Fair Sept 21 te 24 
J Vene Dorland sec . 

Muncie Aug 23-28 

Middletown Aug 3-7 

Northwestern Indiana Fair Cirenit W A Banks 
Laporte pres A A Bibler Crown Point sec 

Newcastle Aug 16-21 

Plymouth Marshall county Fair Aug 31 to Sept 
a SN Stevens sec 
Beauchamp pres, W D Duncan sec 

Rochester Fulton cofair Assn sep 29 to Oct 2 
Ed Mercer sec 

Rockport Spencer county Fair Assn Aug 24 to 
28 BF Bridges pres C M Partridge sec 

Swayzee Swayzee Tri-County AglSociety Aug 
17 to 20 G W McManaman pres EC King sec 

South Bend St Joseph county Fair Sept 27 to 
Oct i A W Byers sec 

Shelbyville Shelby co Fair E E Stroup sec 

Terre Haute 32dannual Aug3zotoSept; WT 

Valparaiso Porter county Fair Sept 14 to 17 
ES Beach sec W C Letherman Speedring 


IOWA. 


Afton Union county Fair Sept 28to Oct 1 
Davis sec 

Animosa Aug 18to 20 ER Moore sec 

Atlantic Cass county Fair Aug 30 to Sept 2 
SW W Straight sec 

Belle Plain Big Four Fair Assn Aug 3 to Sep 2 
W J Guinn pres JC Milner sec , J M Moone 
advertising agent 

Central City Wapsie Valley Fair Aug 31 to Sep 
3 1P Bowdish pres Fred McLeodtreas EM 
Sawyer sec 

Cascade Cascade Driving Park and Fair Ground 
assn Aug 30 to Sept 3) WA Fairburn pres 
Chas I, Kay treas J H Klinker sec 

Des Moines Ia Iowa State Agr Society Sepyto 
18 W W Field pres Odebolt Pb L Fowler sec 

Donnellson Lee county Fair Septigto17 EP 
Armknecht sec 

Fairfax Prairie Valley Fair Assn Aug 24 to 27 
Henry M Shankpres EH Knickeroocher sec 

Harlan Shelby County Fair assn Aug 24 to 27 
LH Pickard pres W T Shepherd sec 

Newton SG Russell sec 

National F M Adams sec 

Rhodes Eden District Ag] Society Fair Sept 21 
to23 WA Nichols pres Thomas Watts sec 

Seymour Seymour District Ag] Society Sept 13 
to17 J T Lowry pres RK E Lowry sec 


OE 


Waukon Allamakee coAgl Society Sep 22 to2 
CM Beemau pres E Baxter vice pres J 
Duffy treas Wm S Hart sec 


West J.iberty West Liberty Fair Sept 6 to 9 
Albert Whiteacre pres W H Shipman sec 

Wapello lLouisacoAgrSocy N W McKay sec 

Wilton Junction The Wilton Fair Sept 2: to 23 
J M Rider sec 


KENTUCKY. 


Alexandria Campbell county Agr Society Aug 
24 to 28 FM White pres J J Wright sec 


Ellendale Ellendale Fair Aug 2 to 7 wir 
Rapier pres Curdsville R T Smith sec Sorgho 

Richmond Madison County Fairassn July 20 
to25 SA Deatherage sec 


Williamsburg Whitley County Fairassn Sept 
1 to3 Walker Mason pres Nick Daniel sec 


MICHIGAN. 


Ann Arbor Washtenaw County Fairassn Sept 
28 to Oct1 E E Leland pres RC McAllister 
sec 


Dowagiac Dowagiac Union Fair 
Oct 1 Samuel Johnson sec 

Hillsdale Annual Hillsdale Fair Sep 26 to Oct 
1 CW Terwilliger sec 

Jonia Jonia Dist Fair Assn Luther E Hall 
pres W L, Peck treas Chas A Cornell sec 


MINNESOTA. 


Hamline State Agr Socy 


Sept 28 to 


Sep 6to1! 


Hutchinson McLeod county Agr Society Sept 
isto17 HC Lyon pres J F Slover sec 


St Paul State Fair Sept 6 to1r Ed Weaver 
pres Mankato A B Moffatt treas Mankato E 
W Randall sec Hamline 

Winona Winona Spring Fair May 26 and 27 


MARYLAND. 
Frederick City The Frederick Fair Oct 19 to 22 
Harry C Keefer sec 
Rockville Montgomery co Fair 
John E Muncaster secy Norbeck 
Timonium Maryland State Fair Sept 14 to 17 
MASSACHUSETTS. 


Sturbridge E V Corey sec 


Aug 31 to Sep 


Taunton Bristol co fair Sept 21to23 Gertrude 
Williams sec 
Worcester Massachusetts State Grange Fair 


Aug 31 to Sept 3 John B Bowker sec 


MAINE. 


Hartland East Somerset Agl Society Sept 7 to 
9 PW Thompson pres S H Goodwin sec 


MISSOURI. 


Belton Belton Fair assn Aug 17 to 20 
Hill sec : 

Cape Girardean Southeastern District Agr Socy 
Oct 12to16 E H Engelmann sec 

Carrollton Carroll County Fairassn Aug 24 to 
27 KR P Queen sec 


WA 


Holden Holden Fair Aug toto13 Thomas D 
Kennedy sec 
Maitland Nodaway Valley Dist Fair assn Aug 


12to 20 Ed L Hart sec 

Rich Hill Rich Hil! Fair assn 
T Broaddus sec 

St Louis St Louis Fair assn 
Aull sec 

Washington Franklin County A & Massn Sept 
Stor: Louis F Pues sec 


NEBRASKA. 


Fairbury Jefferson county Agl Society Sept 7 
to1o Jasper Helvey pres W W Watson sec 
Omaha Nebraska State Fair Sept 17 to 24 
Milton Doolittle pres North Platte Robt W 

Furnas sec Brownville 

Auburn Nemaha county Agl Fair and Priving 
Assn Sept 28 to Oct 1 Wm Watson Jr pres 
Chas F Neal sec 


NEW HAMPSH KE. 


Rochester Rochester Fair Assn Sept 21 to 24 
Hon I W Springfield pres AS Parshley sec 


NEW YORK. 


Batavia Genesee county Agl Society Sept 20 to 
23 Jos N Parker pres Elba C D Harris treas 
Elba A E Brown sec 

Brookfield Brookfield Agl Society 
W A Grant sec 

Cambridge Cambridge Fair 
John L, Pratt Jr sec 


Aug i7to20 5 


Oct 4tog Robert 


Sept 21 to 23 


Aug 31 to Sept 4 


Delhi Delaware county Agl Society Aug 3: to 
Sept 2 R P McIntosh sec 
Dryden Dryden Fair Sept 21to2; SG Lupton 


pres J B Wilson sec 
Elmyra Chemung county Fair Aug wto Sept 3 
Geo McCann sec 
Mineola LI Queen's County Ag] Society 


fC June 
16 17 and Sept 21 25 


Thos H Bacon Jericho L. I 


sec 

Orangeburgh Rockland County A & H Society 
Sept 21 to 24 C Irving Hopper pres Edward 
Earl sec 

Rochester Western New York Agr Society 
Sept 13to17 J H Sherman pres E S Burr sec 

Syracuse New York State Fair Aug 23 to 28 
Jas B Docharty sec 

Syracuse State Agr Socy Aug 23to28 Benj F 
Tracy pres W Judson Smith treas and gen] 
mgr Theodore H Coleman sec 

Westport Essex county Agr Society Sept 14 to 
16 WA Tuckerpres C E Stevens sec 

Watertown Jefferson co Agr Socy Sept 7to 10 
W R Skeels sec 


NORTH CAROLINA. 
Raleigh State Fair Oct 18 to 23. John Nich- 


ols sec 
OHIO. 


Ada Tri-County Fair Aug 4t to sept; AN 
Rice sec 

Akron Summit county Fair Oct 5 to8 LS 
Elbright pres Geo W Brewstertreas Albert 
Hale sec Mogadore 

Ashland Ashland Fair Aug 31 to Sept 3 RJ 
Simonton pres J Cohn treas A W Fritzinger 
sec 

Athens Athens county Fair Aug 24 to 46 N 
W Baker pres Winfield S Scott treas D M 
Burchfield sec 

Beliefontaine Logan county Fair Sept 2% to 
Oct 1 LH Pool pres DeGraff Chas R Rogers 
treas DeGraff Banner M Johnson sec 

Berea West Cuyahoga Fair Sept 14to1 Wm 
Biddulph pres Dover W J Poots treas Strongs- 
ville CH Busby sec 


Boston (Owensville P O) 
Sept 6 to 1o Bennett Behymer pres Locust 
Corner J O Rapp treas Owensville John 
Rowan sec Blowville 

Bowling Green Woodcounty Fair Frank Pow- 
ell pres Perrysburg E B Beverstock sec Ton- 
togany J O Avery sec Weston 

Bucyrus Crawford county Fair Sept 21 to 24 
E B Monnett pres M J Monnett treas B 
Beal sec 

Burton Geauga county Fair Sept 14 to 17 Chas 
Hall pres East Claridon HC Tuttle treas P 
W Parmalee sec 

Celina Aug i7to 20 C W Halfhill sec 

Cadiz Harrisun county Fair Sept 29 to Oct 1 
A D McGuire pres Sam’l Hamilton treas J 
C Glover sec 

Canal Dover Tuscarawas county Fair 
to 24 H W Streb sec 

Canfield Mahoning county Fair Sept 28 to 30 
S D L, Jackson pres Youngstown S A Fogg 
treas J] H Ruhlman sec Youngstown 

Canton Stark county Fair Sept 2toOct1 C 
M Welty pres North Industry H A Wise treas 
J H Lehman sec 

Carrollton Carroll county Fair 
Jas A Lee pres Harlem Springs 
mantreas C A Tope sec 

Chagrin Falls Cuyahoga county Fair Sept 7 to 
to LR Dunham pres Newburg Wm Rodgers 
treas Geo B Huggett sec 

Chillicothe Kose county Fair 
W Story pres Theo Spetnagle treas 
Woodrow sec 

Carthage Hamilton county Fair Aug 17 to 2% 
Chas G Mitchell pres Wyoming Wm H Blair 
treas Madisonville D lL, Sampon sec Silverton 

Celina Mercer county Fair Aug 17 to2 SH 
Weaver pres Early J M Winter treas C W 
Helfhill sec Mercer 

Columbus Ohio State Fair 
] f Robinson pres Rockaway 


Clermont county Fair 


Sept 21 


Sept 25 to Oct i 
Thos J Salts 


Aug 3 to6 Clark 
HW 


Aug 30 to Sept 3 
J C Bower treas 


Columbus W W Miller sec Columbus 
Coshocton Coshocton county Fair Oct 12 to 15 
Ed M Hanlon pres Corwin McCoytreas Robt 
Boyd sec 
Croton Hartford Central Fair Homer Green 


pres Johnstown J Colemantreas LC Clark 
sec 

East Liverpool Aug 31 to Sept 
son sec 

Eaton Preble county Fair. 
C Anderson pres Camden 
Heury H Farr sec 

Elyria Lorain county Fair Sept 21 to2, JL 
Reed pres North Ridgeville J EK Williard treas 
W B Johnston sec 

Findlay Hancock county Fair 
W A Williamson pres Mt Cory 
J J Cole sec 


A W Steven- 


Sept 27to Oct I 


C F Brooke Jrtreas 


Sept 22 to 25 
JG Hull treas 


Fremont Sandusky county Fair Sept 21 to 24 
Wm J Smith pres AC Plagmantreas JasA 
Smith sec 

Georgetown Browncounty Fair Octstos V 


K Thompson pres Ben B Whitemantreas J 
W Hedrick sec Russellville 
Greenville Darke county Fair Au 
M Brown pres Delisle 
don F M Eidson sec 
Hillsboro Highland county Fair 
pres WH Haleytreas H L Wiggins sec 
Jefferson Ashtabulacounty Fair Sept 2: to 24 
W H Brown pres Geneva’ L M Cornwelltreas 
Chas C Babcock sec 
Lancaster Fairfield county Fair. Oct 13 to 16 
T J Barr pres Amanda CB Whiley treas W 
T McClenaghan sec 


23to27 J 
Ed Ammon treas Gor 


S P Scott 


Lebanon Warren county Fair Sept 14 to 17 
Huse Bone pres M Cunningham treas 
Geo W Carey sec E 

Lima Allen county Fair Sept 14 to17 Henry 


C Adgate pres E W Eustentreas Elida TB 


Bowersock sec 


London Madison county Fair Sept 7 to to 
Chas A Wilson pres Summerford M L Kea 
treas E B Pancake sec 

Mt Sterling O Mt Sterling Fair Co W RK Rich 


ards pres, T J Surgett sec ; 
Mansfield Richland county Fair 


Sept 7 to to 
W H Gifford sec 


Marion Marion county Fair Sept 28 to Oct1 
Albert Oborn pres S N Titus treas JR 


Waddell sec 

Marietta Washingtoncounty Fair Sept 14 to 17 
F G Hest pres J H McConnell treas J ¢ 
Brenan sec 

Marvsville Union county Fair Sept 28 to Oct 1 
John K Dodge pres New Ca.ifornia CS Chap 
mantreas E W Porter sec 

McConnellsville Morgan county Fair Sept t 
to3 John G Walker pres J W McKihiny 
treas M E Danford sec 

Medina Medina county Fair 
Bissell pres LeRoy 
Goodwin sec 

Millersburg Holmes county 
Oct 1 A W Logsdon pres 
F Gilbert sec 

Montpelier Montpelier Fair Sept 21to2 JC 
Holloway pres A P Rothenberger treas CC 
Lattanner sec 

Mt Gilead Morrow county Fair Octs5 to8& C 
D Russell pres J G Russell treas G J Miller 
sec. 

Napoleon Napoleon Fair Aug 31 toSept3 H 


Sept 7 tog ES 
A T Spitzer treas Hiram 


Fair Sept 28 to 
WG Rudy treas G 


C Graschner pres RB Hellertreas J L, Hal- 
ter sec ae 
Newark Licking county Fair Aug 24 to27 B 


N Sigler pres Homer A J Crilly treas 
Seymour sec. 

New Bremen 
Aug 31 to Sept 3 

New Comerstown 
sto& Henry Hess pres 
Thos P Leland sec 

New Lexington Perry county Fair Sept 14 to 
17 TJ Tracey pres Patrick Coyle treas Chas 
C Chappelear sec 

Ottawa Putnam county Fair Oct 5tog AL 
Paul pres CH Ricetreas A PSandles sec 

Paulding Paulding county Fair Sept 14 to 17 
JSSlager pres W B Jacksontreas George P 
Hardy sec 

Port Clinton 
G W Sloan pres 
Ineicheu sec 


Adc 


New Bremen Tri-County Fair 
Fred Wiemeyer sec 

Central Ohio Dist Fair Oct 
Albert Wolfe treas 


Ottawa county Fair Aug 25 to 27 
F W Camper treas J J 


Proctorville Lawrence county Fair Sept 6+ 
P Eaton pres LaBelle W Ruck - 

w mechard sec J per ies 

Ravenna Portrge county Fair Sept a1 to 2, 
K Doolittle pres Streetsboro C H Laubert t; 
Latayette Smith sec ‘ 

Richwood Richwood Tri-County Fair Oct ; 
15 LH Bechtol pres York Robt Smith tr: 
J KE Robinson sec 

Rock Springs Meigs county Fair Sept 14 to 
P B Stanberry pres Pomeroy John Meou 
treas Pomeroy HC Fish sec Pomeroy — 

Salem Salem Fairand ExpoCo Sep >to 

Sandusky Krie county Fair Sept 21 to 
W Taylor pres Geo R Prout treas 
Mack sec 

Sidney Shelby county Fair Sept 
Guthrie pres 


44 


John 1 


; 21 to H 
EK PF Duncan treas JE ieee 


sec 

Smithfield Jefferson county Fair 
IS Vale pres 
Hayne sec 

St Clairsville 


! Sept 22 to 
Chas McKinney treas | « 


Belmont county Fair Sept 1 to 
AC Darrah pres EG Amostreas T C Ayre 
sec 
Springheld Clark county Fair 


ins Aug 24 to 2 i 
W Kanders pres Lawrenceville J H Gurloug! 
treas Pitchin Wim Jenkins sec Seth 


Toledo Tri-State Fair Aug z44to 27 TB Tucker 
sec 
Troy Miamicounty Fair Sept 27 to Octi 1 < 


Scott pres Joen A McCurdy treas W I Ten 


ney sec 
Upper Sandusky |Wyandot county Fair Sept 
to 1) 6S) OB Gillett pres Carey 


Henry Kear 
treas Oscar Billhardt sec 4 


Urbana Champaign county 
C H Ganson pres H ? 
Crowl sec 

Van Wert Van Wert county Fair 
J S Stuckey pres ; 
Swartout sec 

Warren Trumble county Fair 
S F Bartlett pres " 
Kenncdy sec 

Washington Guernsey county Fair Sept 28 to 
Oct As Clark pres Cambridge RS Fram: 
treas V D Craig sec 

Washington CH Fayette county Fair 
toi; BH Millikin pres , 
B Hall sec 

Wapakoneta Auglaize county Fair Sept 25 to 
Oct 1 J T Van Horn pres New Ham pshir 
Frank Rigdon treas Uniopolis M J Crawford 
sec 

Wauseon Fulton county Fair Sept 2: to2 | 
G Ely pres Fayette G W Howard treas Wina 
meg Thos Mikesell sec 

Westerville Central Ohto Tri-County Fair Aug 
i#}to 2 G W Meeker pres LR Seeley treas 
Columbus Burr Linnabarry sec 

West Union Adams county Faiz 
W. K. Coleman pres t 
Ellison sec 

Woodstield 


Fair Aug 7 to 
Wilson treas Jw 


Sept 7 to 
EB Gillilandtreas oO Dp 


Aug 31 to Sept 
© D Morgan treas James I, 


Aug i 
HD Purselltreas N 


sept 7 to to 
Henry Scott treas T W 


Monroe county Fair Aug 31 to 


Sept WC Mooney pres and treas George P 
Dorr sec 
Wooster Wayne county Fair Aug 24 to 27 EF 


G Ebright pres Shreve 
N Kinney sec 
Xenta Greene county Fair 
Pollock pres Cedarville 
R K Grieve sec 
Youngstown Youngstown Fair Sep 7to1 
Zanesville Muskingum county Fair Sept >to 


10 SA Baldwin pres J E Tanner treas Jb 
Mercer sec 


PENNSYLVANIA. 


WA Wilson treas | 


Aug i7 to 2 JW 
P Ll. Magruder treas 


Allentown Lehigh co Agr Socy Sep 2 to 24 
Jeremiah Roth pres AW DeLongtreas W K 
Mohr sec 

Burgettstown Union Agr Society Oct 5 to ¢ 


Cambridge Springs Cambridge Fair Sept 21 to 
24 Clark D Kekels pres H W Canfield treas 
Albert S Paber sec 

Dayton Dayton Agrand Mechanical Assn 
ato Oct 1 WC Marshall sec 

Greenville Greenville Agr Society Sep 14 to 16 
Till Reiss sec 

Hookstown Mill Creek Valley Agr Society Aug 
244.0 2 H W Nelson pres K M Swaney sec 

Kittanning Kittanning Fair Assn Aug 24 to 2 
RK Brown pres Thos McConnell sec 


Sep 


Lititz Warwick Driving Park Assn Sep 1 to s 
Lehighton Carbon County Ind Society Sept 25 
to Oct + Henry Miller pres C W Bower sex 


Mansfield Smythe Park assn Sept 21 to 2 ¢ 
S Ress pres W D Hustedtreas J A Elliott sec 

Newport Perry county Agr Society Sep 21 to 24 
FA Fry sec 

Oewigsburg Orwigsbnrg Agricultural and Hor- 
ticultural Society Aug 41 to Sept; John T 
Shoener pres HiesterS Albrighttreas Andrew 
C Eisenhuth sec 

Keading Pa Berks Co Agri'lSo Sept 7-10 James 
McGowan pres, Cyrus T Fox sec 

South Burgettstown Union Agr Assn 
Hugh Lee pres Wm Melvin secy 

Waynesburg Fair Assn J T Rogerspres TS 
Crags sec 


RHODE ISLAND. 


Providence State Fairassn Narragansett Park 
Sept 6 to to 


TENNESSEE. 


Brownsville Haywood County Amusement Club 
July 5 W K Holbrook 


TEXAS. 


Comal county Fair assn Oct 
F Simon sec 


WEST VIRGINIA. 


Wheeling State Fair Septétoro A Keymann 
pres Geo Hook treas and sec 


WISCONSIN. 
Arcadia Arcadia Agr & D P Assn 
F C Richmond sec 
Antigo Langlade county Agr Soc Sept 2 to 4 
John MeGreer sec 
Barahoo Sauk county Fair Sept 28 toOcti J 
5 Hall sec 


Oct sto; 


New Braunfels 
H Landa pres 


Aug 24 to 27 
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Appleton Fox River Fair and Driving Assn 
Aug 30 to — 3 MF Barteau . 

Ashland Ashland county Agr Soc Sept 14to17 
K F Spencer sec : 

Beaver Dam Dodge county fair Sep 28 to Oct 1 
Cc W Harvey sec 

Boscopel Boscobel Agr and D Assn 
FE C Muffley sec ‘ 

Chippewa Falls Chippewa county fair Aug 3! 
to Sep 3 . ae 

Chippewa Falls Chippewa county Agr Society 
Aug 31 to Sept 3 Jesse K Sharp sec 

Cumberland Cumberland Agr & DP Assn Sep 


Sept 1to 4 


igto17 HS Cumstock sec ; ' 
Cedarsburg Ozaukee County Agl Society Sept 
28 to Oct 1 WH Rintelman pres DE Me- 


Ginley sec 

Chetek Barron county Agr Sec Sept 7 to y 
Joseph E Cartright sec co 

Darlington Lafayette County Agl Society Aug 
24 to 27 Geo F West sec ; 

Dodgeville Jowa County Ag! Sociely Aug 24 to 
27 B Hoskins pres G W Mundy sec 

Dulut Sept 22 to 25 

Elkhorn Walworth county Agr Soc Sept 2 to 
Oct 1 Geo L Harrington sec 

Fond du Lac Kite Park Fair Assn Sept7 to: 
H D Harkle sec 

Fennimore Fennimore Fair& DP Assn Aug 
25to27 John Rogerssec race meeting July 5-6 

Hortonville Agr Society H O Diestier sec 

Hudson St Croix county Agr Soc Sept 15 to 17 
Frank Maguire sec 

Hauston Juneau county Agr Soc Aug 31 to Sep 
2 1C Baldwin sec 

Ironwood Septgtort 

Lancaster 42d Annual Fair Grant co agl Socy 
Sep isto17 D Abrams pres T A Burr sec 

Menominee Dunn county fair Sep 2to2 G 
Gallaway sec 

Milwaukee Wisconsin State Fair Sep 20 to 25 
T J Fleming sec Madison 

Monroe Green c.unty Agr Soc Sept : to 4 
Frank Smock sec 

Portage Columbia county agr society Sep 14 to 
17 Kennedy Scott sec Rio 


Phillips Price county AgrSoc Septgtor: Fred 
W Ruff sec : 
Rhinelander Oneida county Agr Sec Sept 6 to 


8 FE Parker sec 
Richland Center Richland county Agr Soc 
2ito 274 J G Bunell sec 
Sparta Monroe county Agr Soc 


Sep 


Aug 24 to 27 


Reeve sec 
Superior Sept 25 to 30 


Seneca Crawford county Agr Soc Sept 21 to 23 
Fergus Mills sec 

Tomah Eastern Monroe county Agr Soc 
tog ML Hinerman sec 

Viroqua Vernon county Agr Soc 
F W Alexander sec 

Wausau Harathon county Agr Soc Aug 3» to 
Sept: LK Wright sec 

Waukesha Waukesha county Agr Soc Aug 24 
to27 Frank W Harland sec 

West Salem La Crosse county Agr Soc 
to23 FH A Nye sec 

West Bend Washington county Agr Soc Sep 
27 to 2 «Joseph Ott sec 

West Superior Douglas county Agr Soc Sep 28 
to30 Fred M Willems sec 


CANADA. 


Bowmanville Ont West Durham and Darling- 
ton Uuion Agr Societies Sept 16 to 17 R Windatt 
sec 

Collinwood Ont Great Northern Exhibition 
Sept 21to 24 J] W Archer sec 

Goderich Ont Great Northwestern Exhibition 
Sept 21 to 2; Jas Mitchell sec 


Sep? 


Sept 14 to 17 


Sept 21 


Halifax NS Nova Scotia Provincial Fair Sept 
®to Oct: James W Power sec 
Montreal Montreal Expo Aug tg to & SC 


Stevenson 218 St Lawrence st manager and sec 

Markham Ont E RK of York and Markham Agr 
Societies Oct6étoS W H Hall sec 

Ottawa Ont Central Canada Exhibition Assn 
Sept iy to 2s E McMahon sec 

Sherbrooke Que Great Eastern Exhibition 
Aug » toSept4 H R Fraser sec 

Three Rivers Que St Lagrence Valley Exhibi- 
tion Sept2toi: J A Frigon sec 

Toronto Victorian-Era Expo and Ind Fair Aug 
yo to Sept: H J Hill manager and sec 


Horse Shows. 


Newport Rl Newport Horse Show Assn 
agto a 

Kansas City Mo Third Annual Horse Show Sep 
7to1; Fairmount Park A E Ashbrook sec 
620 Wyandotte st 


Expositions. 


New York NY Inter Art Expositions of U Sat 
Lenox Lyceum April 7 to May 4 

Nashville, Tenn, 1897. May 1 to Oct. 31 

Winnepeg Man Winnepeg Industrial Exhibi- 
tion July gto 244 F W Henbach mgr 

Omaha, Neb. Trans-Mississippi and Interna- 
tional Exposition, June 1-Nov. 30, 1898 


Races. 


Little Rock Ark March 29 to April § 

Newport Ky April to May 46 

Memphis Tenn April 10 to May 1 

Aqueduct L I Queens County Jockey Club Spring 
meeting April 28 to May 7 Summer meeting 
July #toar Fall meeting Oct 4 to 14 

St Louis Mo May 

Ideal Park Wis Ideal Park Racing Assn 
gins May 4 

Lexington hy May 4 to to 

Nashville Tenn May 4-12 

Louisville Ky May 6-2: 

Morris Park N Y (spring) May 82 

Morris Park N Y Westchester Racing assn 
Spring meeting May Sto 2» Fall meetinng 
Oct 14 to Now 2 

Louisville Ky New Louisville Jockey Club May 
12to 2% 

Toronto Ont Ontario Jockey Club May 22-29 ine 


Aug 


Be- 


“Liberty Mo 


THE BILLBOARD 


Ontario Ontario Jockey Club Woodbine Park 
May 22 to 29 

Latonia Jockey Club Ky May 24 to June 26 

Petrolia Oht May 24 25 

Guelph Ont May 31 Juner 

Gravesend I, | Brooklyn Jocke 
meeting May 31 to June ig 
14 to Oct 2 

Keading Pa June 2 to4 

Hamilton Ont June 3to¢ 

Lititz Pa June 7 

Colorado Springs Col June 3 to 10 

New York June &to11 

Stratford Ont June & to to 

Portland Me Rigby June8to ir 

Denver Col June 12 to 19 

Urichsville O June :5 to 17 

Rockport O June 15to17 

Medford Mass June 15 to 18 

Port Huron Mich June 15 to 18 

Lincoln Neb June 16 to 15 

St Joseph Mo June 22 to 25 

Newburg O June 22 to 24 

Aylmer Ont June 22 to 24 

Sheepshead Bay LI Coney Island Jockey Club 
Summer meeting June 22to Julyio Autumn 
meeting Aug 24 to Sept 11 

Anaconda Mont June 26to July 2 

St Thomas Ont June 29 to July 1 

Fort Erie Canada Fort Erie Jockey Club June 
29 to July 3 and 5 

Peoria Ill ist meeting June 29 to July 2 2d 
meeting Aug toto13; W L Slagel sec 

Detroit Mich Highland Park June 30 to July 3 

Warren O Oak Grove DC June to July 3 

Battle Creek Mich June 30 to July 30 

Omaha Neb June 3 to July 3 

Sumnerlo July 2to3 

Lititz Pa July 5 

Youngstown O July 5to7 

Elk PointS D July 2to1r 

Erie Pa July 5tos 

Peoria Ill july 6tog 

Portland Me Rigby July 6to9 

La Salle lll July6tog M Cummings sec 

Windsor Ont July 5 to to 

Brighton Beach Nineteenth annual meeting 
the Brighton Beach Racing assn July 6 to 
Aug 23 

Petrolia Ont July :oto 15 

Rockport O July 14 to 16 

Medford Mass July 13 to 16 

Mendota Ill July 13to 16 Geo H Madden sec 

Detroit Mich G Cirenit July 19 to 24 

Wingham Ont July 20 to 22 

Providence RI July 20 to 23 

Circleville O July 20 to 23 

Aurora Ill July 20 to 23 CC Hackney sec 

Akron O July 21 to 23 

Cleveland O GCircuit July 2to 41 

Brantford Ont July 27 to 29 

Ottawa lll July 27 to 3% LW Hess sec 

Saratoga Springs N Y Saratoga assn 
to Aug 2! 

Butte Mont 


Club Spring 
Fall meeting Sept 


July 27 to Aug 28 


Tilsonburg Ont Aug 3to 5 
Griggsville Ill Aug 3to6 

Henry Ill Aug 3to6 C A Camp sec 
Middletown Ind Aug 3to7 
Youngstown O Aug 4to6 

Portland Me Rigby Aug 6tog 
Hagerstown Ind Aug gto 14 


Brighton Beach L1 Brighton Beach assn First 
meeting July 6to 24 Second meeting Aug 9 to 23 

Wellaud Ont Aug tototl 

Warren O Oak Grove DC 

Webster City Io Aug to to 13 

Erie Pa Aug i2to1rs 

Ottumwa lo Aug 16 to 19 

Macomb Ill Aug 16 to 20 

Canton O Aug 17 to ig 

Port Huron Mich Aug 17 to 20 

Logansport Ind Aug !7 to 20 

Rich Hill Mo Aug 17 to 2 

Macomb Ill Aug 17 to 20 

Carrolllo Aug t7 to 2 

Medford Mass Aug !7 to 20 

Syracuse N Y State Fair Aug 23 to 27 

Newcastle Ind Aug 23 to 28 

Orangeville Ont Aug 24 to 25 

arcadia Wis Aug 24 to 27 

Columbus Junction lo Aug 24 to 27 

Fredonia Kan Aug 24 to 27 

Rutland Vt Aug 24 to 27 

White River Junction Vt Aug 24 to 27 

Terre Haute Ind fair Aug 30 to Sept 3 

Elwood Ind Aug soto sept, 

Columbus O State Fair Aug 30 to Sept 4 

Coburg Ont Aug 31 to Sept 

Champion Ill Aug 31 to Sept 3 ; 

Vermont and Northern New York Trotting and 
Racing Circuit Burlington Aug 31 to Sept 5 
Plattsburg Septyto1o Canton Sept 14 to 17 
Potsdam Sept 21 to 24 

Wooster © Aug 24 to 27 

Youngstown © Sept ito; 

Burlington Vt Aug 31 to Sept 3 

Crawfordsville Ind Sept 6 to to 

Wheeling W Va_ Sept 6 to to 

Hornelisville N Y Sept 6 to to 

Lansing Mich State Fair Sept6totr 

Hamline Minn State Fair Sept6torr 

Oskaloosa lo Septo tog 

Kokomo Ind Sept 6 to to 

Providence RI Sept 6 to to 

Morrison Ill Sept 7 to to 

Reading Pa Sept? to to 

Sept 7 to to 

Toledo O Sept 6torr 

Plattsburg N Y Sept 7 to to 

Youngstown © Sept 5 to to 

Sac City lo Sept § to to 

Bardstown Ky Sept7tot2 

Warren Pa sept 14 to 17 

Medford Mass Sept 14 to 17 

Bethlehem Pa Sept 14 to 17 

Washington Pa Sept 1s toi; 

Evansville Ind Sept 13 to 17 

Indianapolis Ind State Fair Sept 13 to 18 

Des Moines lo State Fair Sept 13 to 18 

Greenfield Ind Sept 13 to 18 

Rutland Vt Aug t7 to tg 

Canton NY Sept 21 to 24 

Omaha Neb State Fair Sept 20 to 25 

Sedalia Mo State Fair Sept 20 to 25 

Richland Center Wis Sept 21 to 24 

Pottsdam N Y Sept 21 to 24 


Aug toto 13 


Springfield Ill State Fair Sept 22 to Oct 2 

Red Oak Io Sept 27 to Oct 2 

Balitmore Md Pimlico Diiving Club Spring 
meeting 1st week in June Fall meeting Sept 
27 to Oct I 

Malone N Y Sept 28 to Oct 

Hillsdale Mich Sept 27 to Oct 1 

Terre Haute Ind Sept 27toOct3 RG Watson sec 

Malone Vt Sept 28 to Oct 1 

Providence RI Oct 5to8 

Lexington Ky Oct 5 to 16 

Brocton Mass Oct 6to9 

AberdeenS D State Fair Oct 11 to 16 

Medford Mass Oct 13 to 15 

Louisville Ky Oct 18 to 20 

Salem O July 3 to4and July 23 to 30 

Newark O June 2g to July 2 

Columbus O July 6to to 

Portsmouth O July 27 to 30 

Chillicothe O Aug 3 to6 

WashiugtonC H Aug ioto 13 

Lancaster O July 13 to 16 

Xenia O Aug 17 to 20 

Butte Mont Aug 


convencions 


Under this heading we publish free of 
charge the dates of all notable events, which 
are likely to attract large concourses of people 
to any one particular city and for this reason 
prove of importance to advertisers, showmen, 
streetmen, general passenger agents, etc. 
The list ts carefully revesed and corected 

monthly. 


eeeeeeeee 


Atlantic City, N. J. Seventh Annual Convention 
of the Associated Bill Posters’ Association, July 
17-20, 1897. J. Ballard Carroll, sec’y, Albany, 
Nv 


i 2 
Chicago Ill Illinois Press Assn 


July 7 
Chicago, Ill. 


National Association Moulding 


and Picture Frame Manufacturers. Dec. 15, 
1897. 
Cincinnati O Ohio State Library Assn Oct 5 to 


6 A W Whelpley pres 

Dayton, Ohio. Sixth annual Convention of the 
Ohio Master Painters’ and Decorators’ Associa- 
tion, July 27-28, 1897. W. J. Albrecht, sec'y, 
Toledo, O. 

Cincinnati O Irisha Landwehr Verein Aug 2 
S B Bonwright sec Cin’ti O 

Cincinnati O Brotherhood of Locomotive Fire- 
men Jana2t J V Reynolds sec Cleveland O 

Columbus O Army ofthe Cumberland Sept 21-23 

Kansas City Mo 3rd annual Kansas City House 
Show Fairmount Park Sept 7-13 

Nashville Tenn Laundrymen’s National Assn 
Sept 

Nashville Tenn United Confederate Veterans 
June 22-24 Col J B O'Bryan Director General 
Nashville 

Newark © Newark Driving Assn 
Swisher pres, C Seymour treas June 

Orlando Fla National Good Roads Congress 
Feb 2 18908 

Philadelphia Pa 


John H 


German American Journalists’ 


Assn Date not decided : 
Pittsburg Pa Grand Encampment of Knights 
Templars 2d Tuesday in Oct W B Melish Gr 


Junior Warden - ; 

San Antonio Tex International Association of 
Ticket Agents Mar to 

St. Louis, Mo. Third Annual Convention of The 
International Bill Posting Association, July 
6-9, 1897. Clarence E. Rumney, sec’y, Wauke- 
gan, Ills. 

San Francisco Cal Carnival of the Golden Gate 
April 19 to 25 General R H Warfield pres 
Henry I Fisher Cor sec S H Friedlander di- 
rector 

Troy N Y New York State Assn of Master 
Painters and Decorators July 7-8 

Warren © Oak Grove Driving Club July and 
Aug B F Pew pres, M S Clapp sec 

Washington DC Universal Postal Congress May 


Poultry Shows. 


Amesbury Mass Amesbury Poultry and Pet 
Stock Assn M H Sands secy 

Seneca Falls N Y Seneca Poultry and Pigeon 
Assn Fred Habel sec 

Peoria Ills Peoria Feathered Stock Assn 
to 8 1898 Robert Joos supt 

Johnstown N Y Adirondack Poultry and Pet 
Stock Club November 

Rochester N Y Rochester Poultry Show Jan 
10 to 15 1808 J J Beveridge sec 


Dog Shows. 


St Louis Mo St LouisKennelClub March 3to6 
Wm Hutchison sec 

Chicago Ill Mascoutah Kennel Club March ro 
to13 EM Oldbam supt 

Louisville Ky Kentucky Kennel Club March 
17to2 J A Reaves sec 

Pittsburgh Pa Duquesne Kennel Club March 
24to27 W E Littell sec 

Baltimore Kennel Assn March jotoApril2 Dr 
G W Massamore sec 

San Jose Cal March 31 to April 3 ; 

Stocktonton Cal Stockton Kennel Club April 
zto10 John Heffernan sec , ’ 

Los Angelos Cal Southern California Kennel 
Club April 14 to 17 

West Point Miss Field Trial Champion Assn 
Feb 16 W BStaffurd sec 


Jan 4 


Morris Man Manitoba Field Trials Club Sept 6 
Jno Wooton sec : 
Newton NC Eastern Field Trials Club Nov 15 


SC Bradley sec _ 

Stockton Cal April 7 to ro 

Louisville Ky Kentucky Kennel Club March 
17 to 21 Francis J Hogan sec 317 4th ave 


| 
| 
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YOU WANT BUSINESS! 
WE HELP YOU GET IT. 
By distributing your advertising matter 
where it will be read, in Stockton and 
Camden. Population 78,000. Signs tacked 
Bills posted. Write 
STOCKTON ADVERTISING co. (B) 
Box 333, North Cramer Hill, New Jersey. 


No Wonder You Are 


disappointed when your dis- 
tributing is not done the prop- 
erway. You can avoid this 
by sending your work to us. 
Good Work, reasouable rates 
are our watchwords. 


J. E. STROYER CO., 


114 Weld St., Rochester, N. Y. 


Member I. A. of D. 


CHILLICOTHE, /LL. 
CHARVAT BILL POSTING co. 
HENRY CHARVAaT, Manager. 
Seven Cities Covered. Population, 12,000. 


Correspondehce Solicited. 2497 


Utah and California ! 


Are two of the most magnetic names in the 
roll A A sae and the best way to reach them is 
over the 


RIO GRANDE 
WESTERN RAILWAY, 


“Great Salt Lake Route.” 


_As the titles indicates, the R. G. W. is the only 
line that passes directly through Salt Lake City 
on the way to California: and Salt Lake City 
and the Great Salt Lake are the two points 
which certainly should not be missed on your 
Western trip, as they contain more interest to 
the average American than any two other points 
within the confines of the United States Study 
the matter carefully, and you will choose the 
R. G. W: for this reason, as well as for the mag- 
nificent scenery, superb equipment and fast time. 

Write to F. A WADLEIGH, 


General Passenger Agent, Salt Lake City, Utah, 
for particulars 


SEND FOR A COPY OF 


Business 


The Office Paper 


Mailed free to ali mentioning this advertisement 
BUSINESS contains articles by noted writers 
upon Office Routine, Business Management, Ac- 
counting, Advertising and Economic subjects, in- 
cluded under /inance, Transportation, Commerce 
and Wanu/acturing 
To read AUS/NESS is a liberal commercial 
education in itself. 
The office of BUSINESS is to be in every office 
Monthly, $2a year. Address 
BUSINESS PUBLISHING CO, 
13 Astor Place, New York. 


Philip B. Oliver, 
Licensed City BILL POSTER. 


AND DISTRIBUTOR. 
3,000 Fect of Board. Three-Sheets 
Special Attention Given F Rann c 


Work and Distributing. 
All Work Guare nteod. 


319 Cherry St.. FINDLAY, 0. 


POPULATION 23,000. 


A. E. BENTLEY, 


Only Licensed BILL POSTER in 
GUTHRIE, Capital of Oklahoma 
Territory. 10,000 feet of space, and 
satisfaction guaranteed. 

made known on application, 


Rates 
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HENRY ( Cc. 


CROSBY 


ADNERTISING 


| SIGNS, 


Romaine Building, 


PATERSON, N. J. 


SIDNEY, OHIO, as gh 
Owns and controls all billboards and dead 


walls in the city. 
Also DISTRIBUTING carefully attended to 


197 


G.F. BANGASSER & CO. 
CITY BILL POSTERS AND 
DISTRIBUTORS, $97 


Signs Tacked and Signs Painted. Own all Bill- 
Boards in our locality. P.O. Box 38 


MCMINNVILLE, OREGON. 


TRENTON, NEW JERSEY. 
The Trenton Bill Posting Co. 


Owrs all Billboards in the city and suburbs 
Population 70,000. I guarantee the value of all 
Bill Posting ‘and Distributing. 


WM. R. WILLIAMSON, Manager 


Licensed and Resporsible 
Bill Posters and Distributors. 
WE ARE SUCH. 


BROWN & WATSON 


Pop. 10,000. PERU, IND. 


Lorain, ©, P..d: Smith, 


Bill Poster and Distributor, 3196th St. n97 


Laramie, Wyo. 
H. E. Root, Mgr. Opera House and City bill 
_ poster and distributor (lie’d), 150 34 St. ©€97 


Belvidere, 11l. dg7 
Fred. Wiffin, Bill Poster, 312 Caswill St. 


Wilmington, North Carolina. Pop- 
ulation, 25,000. 


Thos. P. Day & Co., Bill Posters and Distributors 


Hillsboro, Texas. 


Phillips Bros,,City Bill Posters and Distribu- 
tors, 


Lima, Ohio. Pop. 20,000 
Ww. ©. Tirrill, City Bill Poster "and es” 
buter. Work promptly done. 


Memphis, Tenn. 
Van Beuren & Uo., Bill Posters and Distri- 
buters, 224 Second street. tf 


Milford, Mass. 
Population, 10,000. W. E. Cheney, City Bill 
Foster, Distributor. 82 So. Bow street. Sole 
contro! of all bill boards in city and adjoin. 
Ing towus. 20 years’ experience in this city 
Baggage and scevery truck express. fe-12 


Newport, Ky. G. H. Otting & Son, 
Own aud control all boards. Good service. 


DENVER, COLO. 
The Curran Kili Posting & Distributing Co. 
owns and controls ali bill boards and ad- 
vertising privileges in Denver, Puebio and 
Colorado springs. Population of Denver, 


165,000; Pueblo, 40,000; Colorado springs, 
Colors#do « ity and Manitou, 20,000. tf 
Waukegan, Ill. 


G Kuney & Son, Distributors, Bill Posters, 
ete. ': Circuit 18 towns.) Pop. 35.000, no 


R. W. STORRS, 
De Funiak Springs, Fla. 


Can cover all West Florida cutside of Pen- 
sa ola in anv manner desired. — tf 


Brantford, Can. Pop. 17 ,000. 
Chas M. Smith & Co., Bill Posters and bis- 
tributors. own ard control 20,000 feet of 
boards. Retiable distribution. 1f 


Oakland, Cal. 
Belasco & Co., Bill Posters and Painted 
Signs. ny7 


1891. 


THE HUSTLER ADVERTISING CO. 


OUT-DOOR ADVERTISING 
IN ALL ITS BRANCHES. 


service 


Prompt personal 


guaran 


teed at all times. 


24 NORTH MINER STREET, 


Fair Ground Goods, 
Merry-Go-Rounds, 
Games, Etc. 


Automatic Slot Tachines, 


New Designs Every Month. 


Automatic Game Devices 
at Lowest Prices 


The 


rvvy ans 


THE BILLBOARD 


Everything comes to him who hustles: while he waits.” 


W. H. CASE, MANAGER. 


Playing Cards and 
ivory Go sds. 


OGDEN ¢€. CoO., 


Manufacturers of 


FORT WAYNE, IND. 


Largest Factory in U.S. 


185 Clark Street, CHICAGO, ILL. 


BILLBOARD, 


l Poste 


rv" a 


ivy 
al 
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The English counterpart of 


1897. 


The only exclu- 
sive distributing 


service in city. 


| changes. ete 


Club Room Furniture, 
Faro and Poker Chips, 
Sporting Goods. 


| Mexican |nternational RR 


EAGLE PASS ROUTE, 

The Short Standard Gauge Line between prin- 
cipal points of the United States and Interior 
Mexican Points, No Transfer of Cars at 
the Border. 

A through Pullman Buffet Sleeping Car Line 


running daily between San Antonio, Texas, and 
the Citv of Mexico 


\ passenger representative meets all trains at 


the border to look after customs inspection and 


ty aid passengers in making money «x 


An inspector of customs accompanies the train 
each morning from Eagle Pass, Texas. to San 
Antonio, Texas, to make inspection of baggage 
belonging to northbound passengers at their 


| — nience 


Bonanza, Star, Carlo, 
Monte Carlo, Etc. 


| ©. B. WoopwortnH, Mgr. 


ae 5 I ET 


THE 


Subscriptions 5¢ cents | 
per year, post free, may be sent to 
East Eighth St., 


Cincinnati, O. 


WOAOCCOOOBGSOOOSOCOCOCOOLUG0O 


NOTHING EXCELS THE SERVICE RENDERED BY THE 


BINGHAMTO 


OUT-DOOR ADVERTISING 


CONTRACTORS FOR 


IN ALL ITS BRANCHES. 


Special care given to 
House-to-House Distributing. 


Town and 


Country .. 
Distributors, Bulfetin Sign Painting, 
Out door panied ates descriptiion 
Office: 67 Main Street, 
MANSFIELD, TIOGA CO., PA. 


P. M. COOLEY, Mgr., BINGHAMTON, N. Y. u 
OCOCOCCOGOSCOCCOGGOOOCOOC00C 


The W. D. Husted 
Advertising Co. 


BILL 


C\ 9 


WV“ 
POSTERS. 


Tier,”’ 


FRANK Nl. 
BILL POSTER AND PAINTER; ALSO CIRCULAR. DISTRIBUTOR, 


187 Schuyler Avenue, KANKAKEE, 


Kankakee, Bradley and Bourbonnais total PactSnaasinone 15,000 


BILL POSTING 
COMPANY, 


(=: own OR CONTROL 
BOARDS AND 
PRIVILEGES IN 


MANSFIELD. 


| 

} 

) 

} 

; 

; The leading town in the ‘ | 

} } 

} 

; 

’ Also have boards and posting privi- , 
| 


—DBUBL, 


245 POSTER INKS 


ARE YOU sah tone ™AULTEWIBORG @ 


Prompt Service by 
Reliable Men. 


ALL 
POSTING 


‘Northern 


over 6 000 square feet of boards. 


leges in every town in the county. 


ILL. 


CINCINNATI2 
NEW YORK? 
CHICAGO: 


For further information call on or address any 
agent of the Southern Pacific Co., or 


WH. CONNER, 
Commercial Agent, Commerce Bldg., 
Cincinnati, O 
C.K. DUNLAP, 
Gen, Pass. Agent, Ciudad Porfirio, Diaz, Mex 


THEATRICAL AND CITY BILL POSTERS, 
Distributing and Advertising Agents, 
Work promptly and properly executed. 

FORT WAYNE, IND 


CRITTENDEN & CO, 


City Bill Posters and Distributors, 


CENTRALIA, ILL. 


We own and control all boards in this city, also 
make large and sma.l contracts for all kinds of 


| advertising, we cover a great deal of te rritory 


HERMAN DELKER 


Bill Poster - - Distributor, 


JUNCTION CITY, 
Box 402. KANSAS. 


What is worth doing at all, 
Is worth doing well. 


JNO. H. JONES, 


Best facilities for distributing, sampling, sign 
tacking—card, tin or steel. Population. 500,000. 
Dwellings, Ss,oo. Member I. A. of D. 


Office, N. W. Cor. Mount & McHenry Sts., 


BALTIMORE, MD. 


Oregon Sign Co., 
Bilt Posters. Distributors and Sign Paint 
ers Box 374, Oregon City, Oregon. ba 
Fayetteville. 2 N.C. 


tiawkins Bros, Bill Posters and Distrib = 
sore, Lock Box 170 


Santa, Fe, N. M., A. M. Dettelbach, 
Bill Poster, Tacker and Distributor ter 
santa Fe. Taos and Rio Arriba Co's, ny 


Oswego, N. Y., F. E. Munroe. 
Licensed Bill Poster, Distributor and Sign 
Painter, on 

Troy, Ill. 

. © Gates. BI Poster and srevuneee~ 
Re ference furnished 7 

Clarksburg, w. Va. 

WL, Deisou, City Bul 


wee” 


Buite, Mont, Ww. E. Kendrick, 
a. | pater and sigo adverther, P. 0. be 


Pop. 5,000 
Poster an beans. 


eas Wayne City Bill Posting Co. 
Pheatricaixnd City Kil Posters, Distri- 
buting and Advertising Agents. Work 
nromptiy and Py RD.” cu we 
FORT WAYNE, 1 B. Woodworth, 
Manager. 'f 


Lu Verve, Minn. Pop 3, 


1) na VM. Baer, Bill mes and Distributer, 
Box 4%. nt 


Waukon, Iowa Wm.s. Hart & Co. 
Pop. $400 Control alt space, inciuding 
Opera Heuse «od Fair Grounds, Goot 

work snywhe re in N. K lows auly 

Nanuimo, British Col. Pop. 7,000. 
A. A. Davis owns and controia ail bill 
boards and spaces, P.O. Box 189 


Po’keepsie, N. Y. 24 Mechanic St. 
M F.Spre ger, The Honest King Bill Pos- 
ter and Dist: Ibutor, iy 
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At~tveeovrtttedote te Hs 


The Asa Richards i cuseesw. vor 
Cassidy Co. 


ill Poster and =f 
+ 
me Mm 


4 Distributor. 
* HAVERHILL, MASS. : 
% I make a specialty of Distributing. + 
ADVANCED IDEAS ‘ity sims, 
i i i i i i | 
IN ADVERTISING. : | 


LOK Here! 


“ee 


EMBRACE YOUR OPPORTUNITY 
Single Column Cuts, $1.00 
Double Column Cuts, $2 00 


Sterett Show Printing Co., San 


a F-aneisco, “al. 
——— we ee Ad Writer, 
: ation T, Boston, Mass. 
Hulbert Block, S. £. Cor. Gth and Vine Sts, ,ociana Advertising Sign Co, 
: Rome, N Y. 
CINCINNATI, ©. : 


Kansas City. Mo. Pop. 300, 000. 
Midland Advert sing Co. . Josephgke id, Mer 
Distributing, Tacking. Reliable Men only 
All towns in Jackson and Wyandotte Cos. 
Mem. International Ass'n of Disfributors. 


Pop 500,000. 


Distributor 5 Heathave. |) 


Pictorial and Descriptive Hints pertinent to any and everything 


Boston, Mass 


advertisale. 
Lou's Krandt 


7 Meridian, Miss., Pop. 15,000 
= A New and Artistic Line of Eve Catchers, from originals by Asa L. D. Hofter, city bill poster and distribu- 
7 Richards Cassidy, who aims hereafter to keep the advertising tor 97 


~ world supplied with an abundance of absolutely fresh 
material at very moderate cost Write for 
catalogue. 


Rutland, Vt., M. Kingsley, 


Owns and coutrois a}! billboards. Address 
is Wes St., Rutland. Vt. 


BE IN TIME. 


Parkersburg, W. Va., 


Cle) + heuvrest, 


Pop. 15 ,000 


bill poster and distribu- 


‘or. Reference, any bank in city. Satia- 
Jackson, Ga.,C. A. Henderson & Co. 66 "? Se eS wa 
Member I. A. uf D... adverti-ing a i min ton, r. anager! Paducah, Kv., H. Joseph Harth. 
erritery: Atlanta, McDonough, Grimn, Pa 
Locust Grove, Jackson, Flianitila, Macon, | U nexcelied Distributing Service. a7 


Forsyth and Barnesviile, includes ma 
tion of 175.000 


Population, 


Delaware. 


“One Moment Please.”’ 


Scranton, Pa. Population 120,000 


The Metropolis of the coal regions. 


Sp) ingdale, Arkansas. 15,000 WE paint pictorial advertising signs, eee} teeg, Sees = 
: ealars campies, boat e's. aimanesnste , society silk banners, show canvas, | Chilheothe, Mo., Z B. Myers. 
pense te hanes at tuaseuable mera. Ad. WILMINC 7 ON theatrical scenery and imitation litho. wus all bill boards. Tacking, bistribut- 
a 2 nese yle rates. ass ¢ ing and Bill Posting done satisfactory or 


Grand Rapids, Mich. 


George Leonard, Reliable Distributer 


Wineas. Minn. Pop. 25,000. 
Winona Circular Dist. Co, 78 KE. Sevond st 
General Outdoor Advertisers, Sign Tack 
inga soecia ty 


BILL POSTINC, 
DISTRIBUTING 


AND 


ADVERTISING 


paper. 
OUR artists are expert and up-to-date. 
WE do bill posting, ae and 
tacking. 


WE own 20,000 feet of apace, honesty, 
energy, experience and World's Fair 


no pav Write bim. ay7 


Atlanta, Ga., 124 Haynes St. 
Wm Ffeden, Advertising Distributed, 
Signs tacked up inthisand adjoiniug coun- 
ties, $100 per low and up. any 


Terre Haute, Ind. 
James M. Dishon, Distributing, 29 South 


diplomas. Ath St. n 
Pittsburg, Pa. Pop. 560,000. t - ie De 7 . 
8, Eatabliahed 1802. - COMPANY, OUR boards, stock, labor and prices are | Carjisle, Ind. 
The “TWIN CITIES” Distributing Agency, Established in 1853 O. K. Sullivan +o. R.J Chileote Distributor. n 
DISTRIBUTORS 7 : hE . . x dial : ‘ 
Office 6, Sixth St. Branch, ALLEGHENY. Jess K. BAYLIS. } proprietors D- ¥ Jackson, WE — —— + — fences, charlie Manning, Ss. Cc. l 
J. T HUDSON, Manager. Gro. W. JACKSON, ; t : Supt. yOxeS, DOYS Or “DbuMis. Boxy T. M. Young. Manager. P. v 
a*) - > = ~ ; OX De 
Mattapan Mass. D. L. Cushing, Own all the prominent boards throughout the WE want your address, acquaintance, ——"" 
Cireaiae Histribmior and Gen. Advertiser, city. Satisfaction guaranteed on all work. work and inspection, once got, always Charleston, W. Va. Pop 15, 000 
- retained, ‘‘It s your move. E.H.Carwithen. Distributor. Satistac tion 
Milford, Mass. Pop. 9,000. ffi G d 0 H | guaranteed. Six adjoining towns. nY 
E.R. Negu , Dis ributer, S87 Main st 0 : ; i 
=== — ce, uran pera ouse, "te rl S ith & C Bangor. Me., and Neighboring 
Tucson, Arisona, 2,000 ft. of boards a -omil O., Cities. Pop. 40,000 
M. mit x. 14S. dl2 | 


Delaware, O. G. D. McGuire, 


City Bill Poster and tistributor 


Stavanger, Mion 
(Ye Hom, Bill Poster and Distributor no7 


Evansville, Ind. 75,000. Licensed. 
Evansville Bill Pos ing aud lustributing 
‘oo. Sole BI! Posters and Distributors, 17 


Laconia, N. H. Pop. 15,000. 
tolsom Opera Hovse, Driving Park and 
Show Grounds J. F. Harriman, Manager. 
Owns all boards in the city and suburbs. 


Woodland, Cal. 


Dietz & Glendenning, Bill Posters, ny 


W. E. Patton, Corinth, Miss. 


Rill Poster and Distributor Reference 


en Fr 
Contracts solicited for the distribution of 
furniahed. Rex 164, ny Distributors and all legitimate advertising matter in Chi- 
Waukesha. Wis : e | cago and suburban towns. if 
Cudwell F. Mevis City Kill Poster and — General Adve rtisers. RUBBER STAMPS. 
b ‘ ; me 
wn Mn Prompt Service Guaranteed. Correspondence Solicited. e— Setgreens, Aim 
Aurora, Ille. @ Distrivut B. Marvin, Middletown is the Railroad and Commercial Hub of Orange County. Population, | Sample—any wording- and seif-inking pad, 1c. ‘ 
oster ane stributor, c . , — e i gre a aries cme rae a aes < oo « " ————= 
towns. Pop, 60,000, niy City 15,000; County 97,760. Members International Association of Distributors. THEATRE TICKET PRINTERS. 
a a fv C. F. Ansell, Mfg. Coupon Theatre =| 
Tickets and Diagram Ticket Racks. — | 
Na S VI | e ] istyi U t] mn q a n dver ] S] Nn g | “20 e } Lowest prices. Alwaysontime. No mistakes % 
155 Washington Street, Chicago > 
. } 
250 B&B, Cc herryv Street, NASNVIL LE, TENN. | Scranton, Pa., 654 Deacon St. ; $ | 
J. H. Beltz, member I. A of D.,samples pu ; 
Licensed and Bonded Distributors and Tackers for Nashville and Chattanooga, Tenn. out, circulars distributed. signs nailed ok: % 
, : " Work is guranteed. 200,000 people in ac 
Member International Association‘of Distributors. This association guarantees service of its members. (7 JAMES L. HILL, Mgr. | awanna County. a 


Wilmington, 


Population, 
75,000 


Delaware. 


Brantford, Canada. 


Population of City 17,000. County 50,000. 
Country 5,000,000. 


} 
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' 
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MIODLETOWN Advertising Co. 


THOMAS KAIN, Manager. 


88 South St., MIDDLETOWN, N. Y., 


Di-tributor and Sign Painter, reliable ser 
vice at bottom rates. Write me fur esti- 
mates. E A.UCampbell, 17 Park St. no7 


Peru, Ind. Chas. W. Stutesman, 


Licensed Citv Bill Poster and Distributor. 


Jacksonville, Tli., 807 S. Main St., 


Wm. Burke, member of and recommended 
by U &. Dist. Bu- eau 


Boise, Idaho, Elmo, Gordon & Co. 
Retiable Distributers and Sign Tackers, 
We -pay rent fur our locations and can 
guarantee. 


| Cincinnati, O. Pop. 350,000 


Unexcellied Distributing Service. 
_W. . H. Steinbrenner, Sil Vine, Cc incinnati 


Chicago, Ills. J. A. Clough, 
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with which to advertise your specialty. 


THIS IS AN AGE OF 


SPECIALTIES 


We make a specialty of Posters— colored, lithographed posters. ‘They are just the thing 


We can prove that we can give you more profit- 


bearing advertising with posters for a certain stated amount of money, than you can 


obtain for a like amount in any other medium. 


zt. If you are dubious, write us. 


We not only prove it, but we guarantee 


THE DONALDSON LITHO. CoO.., 


CINCINNATI, OHIO. 


To get the best results from posters, advertisers should use special posters, that is to say, they should have 
their posters made to order—have a special design made especially for their own use. But those who want to try 
them in a small way, just for a beginning, will find our stock or syndicated posters just the thing. 


HERE ARE TWO NEW ONES. 


Raita 


RE ate . 
See ea igi 


‘ 


ACTER 


ae 
Se TREES AH eS MEINE 
nn eo ne 8 ne ee 2 8 OOF EF OSE DOS RGIS EDUSE DOPE POSE DIS EDO 


«tah 


-& CERTAINLY & 
Loon At US, We Eat @7. 


2ITHIS ONE 


is designed for milling companies, 
who may wish to advertise (ex eri- 
mentally) any specialty in the way 
of a brand of flour, oatmeal, rolled 
oats, cracked wheat, cereal prepara- 
tion or breakfast food. It enables 
them to test the value of this class 
of advertising on a single town, 
thus, invclving only slight outlay. 
The poster is a good one. Nice fat 
healthy babies catch the mothers, 
and the mothers buy the groceries. 
The idea is all right ; so is the size 
28 inches wide and 42 inches high, 
handsomely lithographed in colors. 
We sell them printed as desired 
all ready to post as follows : 


25 for $275 | 100 for $ 7 50 | 300 for $19 00 
50 for 475 | 15s0for 1100 | 500 for 3000 
75 for 650 | 200 for 1400 | 1000 for 5500 


THIS ONEW=> 


is designed to advertise cigars, 
whisky, bitters, spices, or will 
answer for a tooth powder. Itisin 
no sense a show bill, but on the 
contrary, is beautifully finished in 
colors, and resembles a handsome 
show card. It is particularly attrac- 
tive. There is something about it 
which commands the attention and 
holds it. It is attractive without 


' being either suggestive or vulgar. 


No better poster was ever made for 
advertising articles of interest to 
men. We sell them all printed and 
ready to post at the following prices: 


25 for $275 | 100 for $ 7 50 | 300 for $19 00 
sofor 475 |150for 1100] soofor 3000 
75 for 650 | 200for 1400 | 1000 for 5500 


‘ 


~~ 


if, 


ont rae 


paseen 


BILL POSTERS A 


posters for 


If your bill poster can not show you samples, send g cents in stamps for either. Send it to 


THE DONALDSON LITHO. Co. 
CINCINNATI, OHIO. 


ND AGENTS. 


Traction Parks, Excursions, Ice Cream Parlors and Gas Stoves. 


cw aon ~~ — — Sa — 


: Please note that we have issued new posters for Bicycle Dealers, Fairs, Running Races, Trotting Races and Boat Races; new 
Bicycle Races, Spring Hats, Spring Shoes and Spring Clothing ; new posters for Picnics, Athletic Carnivals, Baseball Matches and Outings ; 


Samples free to agents and bill posters of recognized standing. 
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THE BILLBOARD 


4. K. APPLE, wouns sien co. 
SIGN WORK OF ALL KINDS TO ORDER, 


BILL POSTING A SPECIALTY. 


10,000 Feet of Private Space at your disposal. Will rent spaces any length of 
time. Give him a trial. County work taken on application. 


INDIANA, PA. 


99099000000000009060000 fears) 
) 


AG ENTS WANTED Either ladies or gentlemen, 
to sell our new 
©) HIGH-GRADE TOILET SOAPS AND PERFUMES, 


( ) You can start a profitable business without any capital, provided you 
J Te R : 
@) send us written two recognized responsible business men of your town or 


a 


OOS 


city, and mention in what publication you saw this advertisement. 


THE MINETEAUX SOAP & CHEMICAL CO., “cncinwari, 0. 
DOOOODHONON00000800GG0000 


Your Portrait. 


We will send THE ADVERTISING WORLD (price 75c.) 
and engrave your portrait, style herewith, and furnish 
plate ready for any printer to print from, all for $1.25. 
Send photo, which will be returned. Halftone, same size 
instead if you prefer. Everyone wants a portrait for 
use on stationery and other printed matter. 


O00 


WORLD is an eight page, five column, monthly paper, illustrated, original, 
deveted to up-to-date methods of advertising. 
will understand why it has such a large circulation. Address 


JOHN T. WILLIAMS, 


THE ADVERTISING WORLD, Columbus, Ohio. 


BILL POSTER. 


346 Morrison St., PORTLAND, OREGON. 


Population 90,000, 


segue: 38: 9:202,02:9: ,ecbeste: teates 
: YOUNGSTOWN, 0. Box (53. 


Send all circulars and samples 
for distribution throughout the 
Western Reserve to the . 


Eastern Ohio Distributing Bureau. 


SEED MEN LOOK OUT! 


It's your turn next If you would catch the 
‘armers of Oklahoma advertise in THr HORNET 
‘,0e8 to Soo farmers in Oklahoma in May. 3 cts. 
t line, Goes to press asth OKLAHOMA 
NORNET, Guthrie, Oklahoma, Box 2o 


‘-ood chance for patent medicine men 
0,000 Names $1.00 Per 1.000, 5.000 
ctting Rats, 20 cts 
t1.00, all different 
Hornet, toc per too. Address, 
OKLAHOMA MAILING AGENCY, 
Box 260, Guthrie, Oklahoma 


$4.50; Self 
, catch tooa night, ss Receipts 
Circulars mailed with The 


to hear from ADVERTIS 


WE WANT ERS who use use names or 
addresses of any kind, particularly 


SICK FOLKS, AGENTS or FARMERS 
We have over 2,000,000 


1°97 


letters received from | 


‘dvertisements run by various advertisers of late | 


ates, which we will rent for copy 
We buy letters every day 

you ADVERTISERS’ LETTER BUREAU, 
KE. BAILeY, Manager. 113 W. gist St., N. ¥. City 
argest Letter Brokerage Concern in the World, 


Let us hear from | 


Established 1868. 


PRINTERS, 
ENGRAVERS, 
DESIGNERS, 


hai 
(Hicaco  Wee,or Pees 


100 No. 6 Ervelopes Printed for 715 Cts, 


and 100 Note Heads POST PAID. 
25 ENVELOPES, 10 CTS, 
GE“ CARD CO.\B) North Cramer Hill, N. J. 


Do You Use Circulars? 


ooo Names, never been copied, $1.00 per tooo. | 


We send ours to 1,000 or more new names (no 
directory names) each month with good results 
Should be pleased to send yours (6x9 or smaller) 
with them for $1.00 per thousand, Prepay all 
charges 

We will sell 7hree Copres Only of our lists for 


yo cts. per roo or $2.00 per thousand 97 


D. W. McNEAL CO., 
sit W. 67th Street, Chicago, Ills 


Mrs. V.C. Seward, Stillwater,Minn. 
Bill Posting and Distributing. 


Member International Bill Posting Association 


OOOOO000O 


We make | 
this offer just to introduce our paper to new readers. THE ADVERTISING | 


When you read it you | 


— ————— 


POPULATION 12,000. 


HARRY P. BOWMAN, 
City BILL Poster, 


T Distribute JEANETTE, PA. 
Circulars. 


J. H. HAYNES & SONS’ 
DISTRIBUTING AGENCY 


Only Exclusive Distributing Agency in the City. 
‘House to House Work'’ Our Motto. 
POPULATION, 19,000. 


262 Mulberry St., IRONTON, OHIO. 


Stillwater, Minn. Mrs V.C Seward 
City Bill Poster and Distributor. 


L. A. DANIELS. 
City Bill Poster and:Distributor, 
SANTA CRUZ, CAL. 


POPULATION 8,000. 


Member International Billi Posters Association 
of United States and Canada. 


Toronto, Cen. City Bill Posting Co. 
G. N. Parker, Manager. {97 


15 


C. A. HOOD, 


City Bill Poster and Distributor, 


ooneeoeee 


Own and Control All Billboards and 
Dead Walls in the City. 


Special Attention Given to Commercial Work. 


oon een eee 


Lock Box 283. DELPHOS, O. 
STILLWATER, MINN. 
Mrs. V. C. Seward. 


Distributor and Bill Poster. 


6,000 Names and Addresses. 


Printed on Gummed Paper. All received in 
reply to my Directory adv. since June 184, none 
older. Stamps 
taken 


Price $1.00 per 1,000, 500 for Soc. 


JOHN H. ROWELL, 
1556 Huron Street, Chicago. 


MRS V.C. SEWARD, 
Bill Poster, Stillwater, Minn. 


LOUISIANA. 


ALEXANDRIA, ‘ores 


BLADES, the Advertiser. 


LICENSED CITY BILL POSTER AND DISTRIBUTOR. 


SIGNS PAINTED ON WALLS AND FENCES. 


Owns and controls all billboards in the city. 


Write me for particulars. 


The Babbitt Entry and Record System. 


INGENIOUS 3€ SIMPLE 3€ PRACTICAL 


The Babbitt Ticket Account Book. 


PRACTICAL 3€ SIMPLE 3€ INGENIOUS 


FAIR MANAGERS 


Should correspond with the undersigned, in 
reference to the above and special 
books designed to order 


MADISON, WIS. 


Established 1889. C. L. MUNKEL, Manager. 


INTEGRITY ADVERTISING AGENCY 


2776 Garnet St., PHILADELPHIA, PA. 


We have yet to receive our first 
complaint for work done by us in a careless, indifferent or dishonest manner. 
When placing any advertising in Philadelphia, or within a ratio of fifteen miles, 


One reason why you should give us a trial. 


we would be pleased to hear from you. 
We make a specialty of distributing circulars and samples, tacking and all 
kinds of out-door advertising Estimates Cheerfully Furnished. 


If you are an up-to-date advertiser you want the 
latest and best advertising novelties. 
Before placing your order write 


The Adv, Novelty Co., 32, 34 & 36 €. 3d St. 


Manufacturers of and dealers in Domestic and 
Imported Advertising Novelties, Cards 
Calendars, Panels, Shapes, &c. 


HIGGINSVILLE, MO Pop. 5,0c0 


The Greatest Country on Earth. 


RIGG BROS., 


The only licensed BILL POSTERS in the city. 
Control and own all billboards and advertising 
privileges in the city. We are up to date. All 
work properly executed. Also signs tacked. 
Distributors and Sign Painters. tH? 
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16 THE BILLBOARD 


QOOOOOOCOOBBOSCOOCOSOOOOOOOOOOOCOOCOOOCOOOOCOOCGBOCOB080 


‘The Bill Posters’ REAL Friend. 


I am xow placing posters for the George W. Childs Cigar in almost every state and 
territory, from the Atlantic Ocean to the Pacific. 

The posters range in size from a quarter-sheet snipe to a 24-sheet stand; there are 
twelve different sizes and kinds, and | designed and printed all of it, and it all bears my im- 
print. I have spent $100,000 for these people, and I expect to spend three times that amount 
during the coming twelve months for them. 

During the past year numerous bill posters had this paper on their boards without a 
break for the entire year. 


I am zow placing posters for the Admiral Cigarette Company throughout seven states ; 
the posters were designed and lithographed by me, and bear my imprint; 200 bill posters con- 
sider this a good thing. 


I am wow posting and distributing in ten states for Saver Tonic; the posters were 
lithographed by me and bear my imprint. 


I am wzow placing posters for the Dunlop Detachable Tire, throughout the Union, as 
far west as Denver. The posters were lithographed by me and bear my imprint. 


Hawes Hats, 3-sheets and 16-sheets, bearing my imprint, occupy the billboards in 
409 cities and towns; some of this is placed and paid for by the local agent, some by me. 


Gold Bond Cigar is a new advertiser; I am zow placing their paper on the billboards in 
several states. The first idea this advertiser ever had of using the billboards he got from me 
nearly two yeais ago. His paper will be well handled, and he will be a big spender with 
the bill posters. 


The above are among those which I am xow placing with the bill posters. 


The Advertisers’ REAL Friend, 


My facilities for placing YOUR bill posting are of a superior nature. I am known to 


every bill poster in the Union as the promptest pay in the business, and I get the best of 
treatment on this account. 


They all know that I do not countenance any careless work—that the occasional man 


among them who proves dishonest with one of my clients, loses the future work of all my 
clients. 


Come and see me. We can benefit each other. 


: a. we 


Long Distance Bill Poster 


’ 


Telephone connection. lO7 West 26m St, NEW YORK. 


900090000000G800009000000000000009999900000000000R00000000000000008 


DODOODDDODODOOOOD NON OO DO GOOOOHOOONOONDOOOCOOODOOO00000000000099009 


) 
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O 


There are a few bill posters who have not communicated with me, nor sent me their rates, capacity, ete. 
Those who have not are invited to do so. 
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